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GENERAL 





1. GENERAL. a. This manual is intended as a source 
of general information regarding the principles of op- 
eration and maintenance of electrical equipment used on 
aircraft. Specific information and the most recently au- 
thorized maintenance procedures for each type of equi 
ment will be found in Technical Orders, whi should 
be followed in all cases. 

b. Electricity is used on aircraft for many purposes. 
It furnishes light, heat, and power. Some examples are: 
starting the engines; igniting the fuel charge in the 
cylinders (fig. 1); operating various types of lights 
(fig. 2), instruments, radio equipment, turrets, bomb- 
bay doors, signal devices, etc. advan of elec- 
tricity lie in its ease of control, ease of distribution and 
the many uses to which it can be adapted. 


CYLINDER HEAD 





Figure 1. Electricity ignites the' fuel charge in cylimders. 





Figare 2. Electricity furnishes light. 


¢. To maintain electrical equipment, one should know 
the fundamentals and seiicles of electricity. The first 
7 sections of this manual cover electrical fundamentals 
and should be studied thoroughly. 

d. Analogies have occasionally been used to make 
electrical fundamentals easier to understand; however, 
they sometimes do not exactly represent the scientific 
explanation of the fundamentals, 


2. WORK. Electricity is one form of energy. oe 
may be briefly defined as the ability to do wo 
Mechanical energy, heat, and chemical energy are other 
forms. Surrounding every there is some form of 
energy and man is able to transform one form of energy 
to another, In aircraft, mechanical energy is trans- 
formed (converted) to electrical energy and electrical to 
mechanical, Electrical energy is doing work when it 
operates a motor for bomb-bay doors, landing gear, gun 
turrets, starters, etc. 


3. ELECTRICAL VOLTAGE. a. Electromotive force, 
electrical pressure, voltage, and difference of potential 
are names given to the force in electricity that pushes 
small charged particles through the wires (conductors). 
Most of the present aircraft have 12 of 24 volts of 
pressure. Generators and storage batteries are two 
sources of this electrical pressure or force. The alter- 
nator (alternating-current generator) is also used on 
modern aircraft as a source of electrical energy and can 
set s a pressure of 115 volts. Some airplanes now be- 
ing designed will have 3-phase, 4-wire alternators, the 
voltage between phases being 208 and between any 
phase and ake 120 volts, These generators make 
possible the operation of 3-phase, 208-volt equipment 
and single-phase 120-volt equipment from the same cir- 
cuit (par. 33). 

b. amount of voltage or difference af potential 
is measured by a voltmeter the construction of which is 
described in paragraph 31. The two wires (leads) of 
the voltmeter are connected to the terminals of the unit 
the voltage of (or at) which is to be measured (fig. 3). 





Figure 3. Measuring potential difference. 
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4. ELECTRIC CURRENT. ao, When a generator, alter- 
nator or battery produces a voltage or force on a con- 
ductor, this voltage pushes little charged particles (called 
electrons) through the conductor, The movement of 
these electrons through a conductor is referred to as 
electrical current. 

b. Current is measured in amperes by an ammeter 
(fig. 4) which is described in paragraph 32. The sym- 
bols used to express current are ] and (sometimes) 4, 





Figare 4. Measuring corrent with an asimeter. 


5. ELECTRICAL RESISTANCE. a. When electrons 
pass through conductors they meet with varying degrees 
of difficulty, This difficulty is called electrical resistance. 
lf a wire is of large diameter, the degree of difficulty is 
less than when of smal! diameter (fe. 5). The wire 
(conductor) will get hot if the electrons find preat dith- 
culty in moving. Resistance is also affected Y length 
of the conductor, material of which the conductor is 
made, the temperature of the conductor. 


charge of electricity. Whenever a charged bady comes 
close to another non-conductor or to a conductor op- 
pee charged, the electrons will jump from the one 

y to the other and thus produce a spark. Almost 
everyone has experienced this spark when shuffling across 
a tug on a cold dry day and then touching a metallic 
object. This spark could be avoided by holding a wire 
connected to the metallic object in one's hand while 
shuffling across the rug. Such a wire provides for the 
hanmless geile rinare, discharge of static electricity. 
Since wires used for this purpose are generally connected 
to (or touch) the ground, they are frequently referred 
to as ground wires. 

b. Electrons may pile up on an airplane while in 
flight so that there is a heavy static charge remaining 
on the airplane after it is landed, A discharge of this 
static electricity between a gasoline hose and the tank 
might result in a dangerous explosion. For this reason, 
airplanes are equipped with a ground wire which is 
fastened to the metallic part of the airplane and drags 
on the ground to discharge this static electricity as soon 
as the airplane touches the ground (fig. 6). On some 
airplanes, wheel tires which will conduct electricity are 
used instead of a ground wire, Many other precautions 
are taken to prevent the dangerous dischaiges of static 
electricity. 


8. SYMBOLS. Figure 7 shows the conventional elec- 
trical symbols. 





Figure 3. Restitance in a conductor. 


b. The electrical resistance of a substance is measured 
by a unit of resistance called “ohm,” The symbol used 
to express resistance is R, r or 0, the latter frequently 
being used as an abbreviation for “ohm.” 


6. CONDUCTORS. a. A conductor is a substance 
which is able to transfer electrons with comparative ease; 
in general, metals and their alloys are good conductors. 
In aircraft, copper is the common conductor used to 
transfer electrons (to conduct electricity) to and from 
electrical devices such as navigation, landing, and in- 
strument lights; motors operating landing gear mecha- 
nism, bomb-bay doors, flaps, etc. 

b, A substance that cannot transfer electrons with ease 
is an insulator or non-conductor, Non-conductors are 
used to cover or insulate a conductor (wire). Some 
common non-conductors (insulators) are mica, glass, 
rubber and bakelite. Specially treated cambric and nylon 
are materials commonly used to insulate electrical con- 
ductors in aircraft. 


7. STATIC ELECTRICITY. oa. A conductor or non- 
conductor can have an excess or deficiency of electrons. 
In this unbalanced state, it has a static (mot moving) 


9. ELECTRICAL CIRCUIT, a. An electrical circuit is a 
closed path through which an electric current can flow. 
A copper conductor usually forms this path, In figure 
8, a wire is run from the battery to a fuel pump motor 





Figare 6. Growad wire io discharge static electricity. 
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and back to the battery to complete an electrical circuit. 
In most airplanes, the return path is through the frame- 
work or er metal portion of the airplane's structure. 

b. A short circuit 1s frequently the cause of electrical 
troubles. If the wire leading from a battery to the fuel- 
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Figure &. An electrical circuit. 
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mp motor and back to the battery completes a path 
atone it reaches the motor it will have its circuit 
shortened (fig, 9), Therefore, the motor will not run, 
when a short circuit is present. 


FUEL PUM MOTOR 








t short ciPcuIT 
Figure 9. A short circuit. 
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SECTION Il 


DIRECT-CURRENT CIRCUITS 





10. OHM'S LAW. a. The symbol for voltage differ- 
ence between terminals of a /oad amit (starter motor, 
formation lights, etc.) is £. J represents current, 
measured in amperes, K represents the resistance of the 
load unit and 1s measured in ohms, The relationship 
between the three is known as Ohm's law and may be 
expressed by the following formulas: 


(1) Amperes — volts divided by ohms; or | => 
lf] = 4, E = 8, and R = 2, the following is 
chain: (4 = >). 


(2) Wolts — amperes multiplied by ohms; or E = 
IK. Substituting values given in (1): 8 = 
4x 2. 


(3) Ohms — volts divided by amperes; R = = 


A+ — 


Substituting values given in (1): 7 


b. If voltage and resistance are known, formula (1) 
can be used to find the amount of current (amperes) 
used; if current and resistance are known focruala (2) 
can be used to find voltage; if current and voltage are 
known formula (3) may be used to find resistance, 

«. A convenient way to remember these relationships 
is by the use of the diagram in figure 10. If one places 
a finger over the symbol representing the unknown 
tity, the operation to be perf with the other bvo 

uantities is shown by the direction of the line between 

hem (the vertical line signifies multiplication and the 
horizontal line signifies division). 





Figure 10. Chart for Qhm'r law, 


11. AIRCRAFT ELECTRICAL CIRCUITS. <An_ elec- 
trical circuit is a closed path through which electricity 
can flow. A typical electrical circuit consists of a bat- 
tery, generator, or alternator as a source of voltage to 
force current through a path; a conductor (wire) which 


4 


carries the current; a switch (control device) to stop the 
flow of electricity or to permit electricity to flow; and 
an electrical device to use the electrical energy (fig. 11). 


PASSING LIGHT 





Figure 11. Typical light circutt. 


Connecting a wire from the source of electricity (gen- 
erally through a switch) to the electrical device requiring 
electric energy for its operation and back to the source 
forms an electrical circuit. There are three types of 
electrical circuits used in aircraft, series, parallel, and 
12. SERIES CIRCUIT. A series circuit has ome closed 
path through which voltage can n the current. Sev- 
eral resistances may be connected to form a series cir- 
cuit as in figure 12. The same amount of current as 
forced a the first unit is also forced through the 
others. To find amperage, voltage, or resistance, Ohm's 
law is used, If four coils are connected in series and a 
current of 7 amperes is forced through the circuit by 
28 volts, the gal realdtane: may be found by using for- 


Rt 





Ra 


Figure 12. Resistors im series. 
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mula (3), paragraph 10. In a series circuit, the total 
current flows through unit. The total voltage is 
equal to the sum of the voltages across each separate 
unit. Total resistance is equal to the sum of the resist- 
ances of the separate units. 


13. PARALLEL CIRCUITS. Most of the electrical de- 
vices on aircraft are connected in parallel, A parallel 
circuit is one in which two or more electrical appliances 
offer ron through which the current may 
flow (fig, 13). The voltage across each appliance is the 
same. The total current is equal to the sum of the cur- 
rents in each appliance. ‘The total resistance is less than 
the smallest resistance. The more electrical devices or 
resistors connected in parallel the smaller the resistance 
of the complete circuit. Electrical appliances are con- 
nected in parallel to decrease resistance and to allow 
them to be operated separately. If one appliance in a 
parallel circuit burns out, the others will remain in 
operation. To find the total resistance of a parallel cir- 
cuit, use the following formula: 


1 
R 1 1 1 
7 "2s ee 
or: 
1 1 1 I 
~ RRs Ry 


A 1 

When the load units in parallel have equal resistance, 
this formula may be simplified: 

resistance of one unit 

Rk =— ——. 

the number of units 
For example, the total resistance of ten 5-ohm units 
connected in parallel is 5/10 ohm, This shows again 
that where two or more units are connected in parallel, 
the effective resistance of all units together is less than 
that for the unit with the smallest resistance. 


——_ 


—<—= 





14. SERIES-PARALLEL CIRCUITS. There are a few 
senes-parallel circuits.in an aicplane. Some aircraft 
starter-motor field circuits are connected in series-parallel, 
A rcheostat in series with the formation lights is a series- 
parallel circuit (fig. 14). Each unit is grounded, that 
15, One terminal of each unit is connected to the metallic 
airplane structure; thus the metallic airplane structure 
provides the return path to the battery. 


15. POWER IN DIRECT-CURRENT CIRCUITS. Power 
is the rafe of doing work. For instance, an aircraft 
engine is rated in horsepower. One horsepower is ig 
to the work done in raising a 550-pound weight 1 toot 
in 1 second (fig. 15). Some aircraft engines will 
develop 2,000 horsepower or more. The electrical unit 
of power is the watt. 746 watts of electrical energy is 
~ to 1 horsepower. The number of watts used is 

culated by multiplying amperes by volts; for example, 
a starter motor using 70 amperes with a pressure of 24 
volts uses 1,680 watts of electrical power. By dividing 
1,680 watts by 746 watts (the electrical equivalent of 
1 horsepower) it will be found that such a starter motor 
will develop approximately 2 horsepower. 


16. SOLUTION OF SIMPLE PROBLEMS. oa. Table I 
is a summary of the relationships between E, I, R, and 
P. 


b. The solution of typical electrical problems follows. 
(1) Single load unit, (a) Problem. A typical 12- 
volt aircraft landing light is rated to draw a current of 
20 amperes. What is its resistance when in use (hot*)? 
What is its wattage? 
(6) Solwtron. Find the known and unknown values 
as follows: 
E = 12 volts. R = ? ohms. 
f = 20 amperes. P = ? ohms. 
Choose the appropriate formula from paragra h 10a to 





determine the unknown value. In this case, use of 
formula (3) 
2 
R=— ok = 3 = 0.60 ohms resistance. 


To determine the wattage, use power formula given in 
paragraph 16, table 1. Thus, by use of this formula: 
Po 12 6% 20 = 240 watts. 


* Unless otherwise specified, current ratings of electrica] de. 
vices are given under operating conditions (in this case “hot''). 


Table I. Electrical relationships 


ee ni eC s@©go/])22”0 0 ——— OO eee 
cr 
————————_ BSS ec. LSS ——&_ ee | | Oo eee 


— EE ———. 
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Series circuit | Ey= £, +Fa-+Fs 





Parallel Ey = E, = FE, = Fy 


Ammeter in series 
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(2) Load wmits in series, (2) Problem. A small 3- 
volt cockpit instrument . similar to a tiny flashlight 
bulb, is — successfully on the 12-volt d-c circuit 
of an airplane by use of 68-chm series resistor, Figure 
all of the unknown values. 

(6) Solwtion. Draw a diagram gnd indicate the 
known values at the appropriate places, ‘Tabulate the 
known and unknown values for each load unit and the 
complete circuit, as follows: 


er Resistor Complete Circuit 
E = 3 volts. E = ? voles. E = 12 volts. 
I = ? amperes. [| = ? amperes. / = ? amperes. 
R = ? ohms. R= 68 ohms. FR = ? ohms. 
P = ? watts. P — ? watts. P = ? watts. 
N procedure of solution is recommended inasmuch 


Oo set 
as the procedure must be designed to fit each case, as will 
now be shown. First, it is to be noted that the formulas 
cannot be successfully applied in the case of either of 
the load units, or the entire circuit, inasmuch as only one 
of the terms £, J, R, and P (and not two as required) 
is known in each case. Therefore, it is mecessary to 
make use of known relationships between the load units 
and the entire circuit. 
and E for the lamp should be equal to E for the entire 
circuit (paragraph 12). ore, E for the resistor 
must be 9 volts. This having been determined, / and P 
for the resistor can be determined as follows: 
E 7 ss : 
= Ef = 9 WwW 0.132 = 1.19 watts. 
Inasmuch as the current J must be the same throughout 
the series circuit, it follows that J in the lamp and in the 
entire circuit is 0,132 amperes. RK and P for the lamp 
may now be determined as follows: 
R= — air = 22.7 ohms. 
P = E] = 3 & 0.132 = 0.396 watts. 
For the entire 
12 
K = “Tr = “Di32 = 90.9 ohms. 
P= Ef = 12 & 0.132 = 1.38 watts. 
The sum of the wattages of the lamp and the resistor 
should be equal to the wattage for the entire circuit. 
Also, the sum of the resistances of the load units should 
equal the total resistance of ene ae, 12). These 
conditions are satished within allowable limits by the 
foregoing solutions, and the accuracy of the calculations 
is thus veri 
(3) Load sunits in serierparallel, (a) Problem. 
Three resistors are connected to a 12-volt battery in such 
manner that current flows first through R,, then through 
R, and Ry in parallel, and back to the battery. The re- 
sistance values of R,, Rs, and Ry are 2 2/3, 2, and 4 
ohms, respectively. Calculate the rate at which charge 
will flow out of the battery. 
(6) Solution, Draw a diagram and indicate the 
known values at the appropriate places (fig. 16), The 
net resistance of R. and R, is found as follows: 





The sum of £ for the resistor « 


The addition of this resistance to that of R, (2 2/3 
ohms) gives a total of 4 ohms for the net resistance 
of the circuit, The current drawn from the battery will 
then be— 

E iz 


f= = — 


7 «= 3 amperes. 


(4) Load wnits in parallel. (a) Problem. Six 4- 
watt navigation lamp bulbs are operated in parallel on 
a particalae aircraft which uses a 12-volt d-c system. 
How much current does each bulb draw? What is the 
resistance of each when hot? What is the total current 
drawn? What is the resistance of the entire circuit? 
What is the total power demand? 
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Figure 14, A sevics-paralle! civcmit. 


(6) Sofstion. Draw a diagram and indicate the 
known values at the appropriate places (fig. 17), Find 
the known and unknown values for each load unit and 
for the entire circuit as follows: 


Each loop balb Entire circuit 
E = 12 volts, E = 12 volts. 
f= #? amperes. I = # amperes 
R = ? ohms. R=? ae 
P = 4 watts. P= ? watts 





Figere 13. Horsepower. 


First, attempt to apply Ohm's law to any of the units 
or to the entire circuit. If two of the three terms &£, | 
and R pertaining to any one of the units or to the entire 
circuit are known, Ohm's law can be applied in the 


k= Ja7 = To To a 1.334 = 1, ohms. 


manner shown in paragraph 10. If only one of these 
three terms is known if P is known, the problem can 
be solved by use of the appropriate power formula. 
Thus, in the present example, it 1s seen that Ohm's law 
cannot be applied immediately, But the demand of 
each lamp is given as 4 watts. Its current, J, may be 
found by using the formula P = EI: 

4=— 12 « f: 
Or, 

fH. 2) goes 

iz = 7 ampere 

The remaining unknown value for each bulb, RK, can 
now be determined by use of Ohm's law, Applying 


the formula R — - 


Rea 12 % 3 = 36 ohms 
5 
Since there are G lamp bulbs each drawing 1,'3 of an 
ampere, it is seen that the total current will be 2 am- 
peres. The resistance R of the entire load circuit may 


now be determined by use of the formula R = + 
as follows: | 


R = > = 6 ohms 





D9 OY 


woe | 


The same result would be obtained by dividmg the 

* resistance of 1 lamp (36 ohms) by the number of lamps 
(G) since the lamps have equal resistance (par. 13). 
The power demand of the entire load can can be deter- 
mined by use of the power formula as follows: 


P=Is E=12 % 2 = 24 watts 





Figere 16. Log wrth in tértes-parallel, 


It should be noted that the same total power could be 
obtained by multiplying the: 4-watt demand of each 
lamp by the total number of lamps (6). The first pro- 
cedure would work if the load units were to possesss 
unequal resistance; the second procedure would not. 





4 WATTS 


Figere 17, Load waste un parallel. 
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SECTION Ill 
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MAGNETISM AND MAGNETIC DEVICES 





17. CHARACTERISTICS OF MAGNETISM. a. The 
following facts may be observed with respect to the 
behavior of magnets: 

(1) The ends of a magnet are more active (mag- 
netically) than its central part. If a magnet is dipped 
into a box of iron filings, more filings will cling to the 
ends than to the middle (fg. 18). The ends of a 
magnet are called its magnetic poles, 





Figure 18. Attraction of flings to a magmet. 


(2) If a magnet is suspended at its midpoint by a 
fine thread, it will always come to rest with one particular 
pole toward the north, This pole is called the magnet's 
vert pole; the other pole is its sowth pole. 

(3) If two magnets are ee at midpoints by a 
string and are free to move, their like poles repel each 





(i) LIKE POLES REPEL 


other, whereas their unlike poles attract each other 
(fig. 19). 

(4) The magnetic force of a pole is comparatively 
powerful in the area surrounding the pole but becomes 
weaker farther away from it. Considerable force is re- 

uired to detach an iron nail from a magnet; but once 

e nail has been removed a short distance from the 
magnet it may be removed farther with relative ease. 

b. The needle of every magnetic compass is in reality 
a magnet. It has a north and a south pole. It is 
mounted on a pivot having very little friction, so that 
it may turn easily under the magnetic influence of the 
earth, The end of the compass needle which points 
northward is a north magnetic pole (by definition). 


18. MAGNETIC FIELD. oa, A magnet is surrounded 
by a magnetic field. The space around a magnet in 
which its force may be detected is«alled the magnetic 
freld of the magnet. 

b. The magnetic field is made up of finer of ferce. 
The manner in which the lines of force arrange them- 
selves in a magnetic field of force may be observed by 
sifting iron filings upon a piece of paper above a bar 
magnet. The filings will arrange themselves in accord- 
ance with these lines of force (fg. 20). 

c. Tests for direction of a magnetic feld around a 
wire are performed with a compass needle. The north 
pole of the needle is attracted in the direction of the 
held, while the south pole is pulled the other way. The 
two forces cause the needle to turn until it becomes 





(2) UNLIKE POLES ATTRACT 


Figure 29, Unter-atiion of magnets. 
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tangent to the lines of force, with the north pole point- 
ing in the direction of the field. 

d. The magnetic field about a straight magnet is il- 
lustrated in figure 20 by means of lines of force. Small 
compasses have been placed in the field of a U-shaped 





Figure 20. Pattern of limes of force. 


magnet (fig. 21) to show how their needles would 
“set.” Tt should be noticed that lines of force emerge 
from the north pole of the magnet and go into its south 
pole, the compass needles indicating the directions of 
the lines. 





Figare 21. Magnetic field about a U-shaped magnet. 


e. A compass between the poles of a magnet behaves 
in the same manner as it does between the poles of the 
earth. The earth is a big magnet. One of the earth's 
poles is in Northern Canada and the other is below 
Australia, They are near, bet not at, the earth's geo- 
gtaphic poles. The pole in Northern Canada is a south 


magnetic pole, since the north end of the compass needle 
points that way. The pole at the southern part of the 
earth is a north magnetic pole (fig. 22). 


19. ELECTROMAGNETIC FIELD. oa. A wire which 


carries current is surrounded by a magnetic field. Since 
this field is caused by an electric current, it 1s called an 
electro-magnetic field. It is found that the lines of 





GEOGRAPHICAL SOUTH POLE - - 
Figure 22. Earth's magnetic field. 


force in the field about a straight wire are concentric 
circles, The force of the field is strongest close to the 
wire and decreases rapidly with increased distance from 
the wire. 

b. The direction of the magnetic field about a wire 
may be determined by the use of the right-band thaml 
rule. If one imagines the wire to be grasped with the 
right hand in such a manner that the thumb points in 
the direction of the current flow, then the fingers of the 
hand point in the direction of the field (fig. 23). 





Right-hand thueb rule (straight conductor). 


Figure 24, 


ce. If a wire is made into a loop and a current passed 
through the loop, the direction of the field can be found 
by grasping the wire with the right hand, the thumb 
pointing in the direction of current; the fingers will 
then a in the direction of the field (fig. 24 (1)). 
d. 


is much the same as the field of a bar magnet. The loop 
may be imagined to have poles (fig. 24 (¢)), similar 
to those of a bar magnet with lines of force emerging 
from the north pole and entering the south pole. What- 
ever is imagined to happen to such a magnet with re- 
spect to motion or torque, will actually happen to the 
Joop when a current passes through it. 
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@ How carrent-carryeng loop resembles bar magnet. 


Figure 24, 


20. MAGNETIC INDUCTION, ‘The temporary magnet- 
ization of a magnetic material (one which can be mag- 
netized) is known as magnetic induction. Magnetic 
induction takes place whenever a magnetic substance is 
brought close to, or in contact with, a magnet (fig. 25). 
Watch parts or other magnetic substances may, become 
magnetized when brought into the vicinity of a magnet. 
Magnetism from a rotating magnet of a magneto in- 
duces magnetism in the pole shoes, When the rotating 
magnet does this it forms a magnetic path from the 
magnet, to the pole shoes and back to the magnet (fg. 
26). 





Figure 25, 


Magretic induction, 


21. RETENTION OF MAGNETISM. a. Retention of 
magnetism is the ability of a magnetized piece of metal 
to hold its magnetism. Some magnets will stay mag- 
netized longer than others. The length of time a magnet 
retains its magnetism or stays magnetized depends on 
the material of which it is made, and the way it is han- 
died, Alnico, an allay composed of aluminum, nickel 
and cobalt is difficult to magnetize but will stay me 
netized or retain its magnetism indefinitely if pr poy 
handled. If any magnet is heated excessively or ham- 
mered it will not retain its magnetism. Magnets made 
of soft iron are easy to magnetize but they will not re- 


tain magnetism long. The magneto 


le shoes (fig. 26) 
are good examples of ma 


ts which retain magnetism 
for short periods of time. These shoes can be magnetized 
and demagnetized readily. Generators have electro- 
magnets that will mot retain their residual magnetism 
if heated excessively or if abused. 

b. There is usually just a litthe magnetic effect left in 
a piece of iron which has been temporarily magnetized 
by induction. This remaining magnetism is known as 
residual magnetism, Generator and motor pole pieces 
have a little magnetism retained as residual magnetism 
when the unit is not operating; however, this magnetism 
is not retained long. If a generator or motor is not used 
for a long period of time, if it is heated excessively, or 
if it is handled roughly, the pole pieces may lose their 
residual magnetism. 


22. MAGNETIC CIRCUIT. a. General. An unmag- 
netized piece of soft iron will become temporarily but 
pawerfully magnetized by induction if placed across the 
ends of a U-shaped (horseshoe) magnet (fig. 27). The 
rotating magnet in a magneto can temporarily and pe 
etfully magnetize the pole shoes and coil core. If the 
area surrounding the U-shaped magnet or magneto pole 
shoes is checked for magnetic field strength, the feld will 
be weak since the magnetic held is concentrated in the 
soft iron and ma which make up a magnetic circuit. 
The field within the circuit may be represented by lines 
which are given the usual directions with respect to the 
poles in the circuit. 

b. Magnetomotive force. Magnetomotive force, or 
m.m.f., is the name applied to the magnetizing influence 
which a magnet or coil of current-carrying wire can exert 
in a magnetic circuit. It corresponds to e.m.f. (par. 3) 
in electrical circuits. The field coils of a generator when 
carrying electric current exert a m.m.f. The amount of 
magnetomotive force these field coils exert is Spee 
in ampere-turns. One ampere of current flowing through 
1 turn of a coil constitutes 1 ampere-turn. A generator 
pole having 20 turns of wire around the pole with 10 
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(4) Two POLE 
Figure 26. Mageetic path of « magneto. 


amperes flowing through it will exert 200 ampere-turns 


of magnetomotive force. 

e. Flux, Flux in a magnetic circuit is similar to cur- 
rent in an electrical circuit. Flux may be represented by 
lines of force which are imagined to exist in the circuit. 
The greater the number of tums of wire (that is, the 
greater the number of ampere-turns) a generator pole 
contains and the greater the current through them, the 
greater the magnete flux. 

d. Reluctance. Reluctance in a magnetic circuit is 
similar to resistance in an electrical circuit. Reluctance 
determines how much flux will be established when a 


U-SHAPED 
MAGNET 
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Magnetic ciecutt formed by permanent magmet 
aud piece of soft from. 


Figure 2. 
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given amount of m.m.f. is applied to the circuit, Ihe 
greater the reluctance, the fewer will be the Aux [ines 
which a given mmf. can establish in a magnetic circurt 
The shorter the length and the thicker the cross section 
of parts of the magnetic circuit, the smaller will be its 
reluctance. The closer the pole pieces are to the arma- 
ture, the less the rehictance. 

@. Interrelationship. Magnetomotive force, flux, 
and reluctance are interrelated in a manner similar to the 
Ohm's law relationship between the corresponding quan 
tities in the electrical circuit (voltage, amperes, and re- 
sistance } 


23. ELECTROMAGNETIC FIELDS OF COILS. a. Ifa 
current 15 passed through a coil of wire consisting of § 
turns closely wound, and an equal current is passed 
through a single-turn loop of the same diameter as the 
coil, the magnetic felds will be found to be almost iden- 
tical in direction at every paint. However, the magnetic 
held strength of the #-turn coil will be approximately 8 
times that of a single-turn loop since the fields of the 
eight turns are virtually parallel with each other at every 
point, and their effects are therefore cumulative at every 
point. 

b. If, however, the 8 tums are spread out into a heli- 
cal coil or solenoid, the magnetic held will be as shown 
in figure 24. The field is very weak between the turns, 
because the fields of adjacent turns are opposite in direc: 
tion and tend to cancel each other, But inside the sole- 
noid, the fields are cumulative for the most part, and the 
net result is a strong field of fairly uniform intensity, 
represented by nearly straight lines of force. 

e. Each of the coils mentioned will have a north mag- 
netic pole at one end and a south magnetic pale at the 
other, The direction of the feld depends upon the di- 
rection of current flow and may be determined by use of 
the right-hand rule. 


24. SOLENOID AND ELECTROMAGNET. a. Sole- 

neid. A solenoid may be defined as a coil of wire 

wound around a hollow cylinder, and used to produce a 

magnetic held. In aircraft electrical equipment, a “sole- 
LIFIQinal Tram 
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Figure 28. Electromagnetic field of current-carrying belical coil. 
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Figure 29. Starter circuit. 


noid" has a core the whole or part of which is free to 
move, The feld of the coil tends to pull the core into 
the coil when the current is turned on. Many electrical 
appliances can be controlled by this means. starter 
motor has a solenoid whose movable core opens and 
closes (controls) the circuit permitting current to operate 
the motor (fig. 29). A small wire from the slenoid 
to the cockpit and from cockpit to battery supplies 
enough current to operate the solenoid. A spring is 
placed in the solenoid to push the core back to its normal 
position after the current has been turned off. 

b. Electromagnet. (1) The magnetic strength of 
an electromagnet (a solenoid with a fixed core) depends 
on the number of turns of wire wound around the core, 
the kind of metal in the core, and the amount of current 
sent through the cail. 

(2) Electromagnets are used frequently in aircraft 
electrical equipment such as landing-light relay, voltage 
regulator, current cut-out relay switch, and generator held 
coils, The electromagnet is frequently employed as the 
essential part of an actuating device, such as is found in 
the landing-light relay or the generator control panel. 
The principle of operation of the electromagnetic actu- 
ating device will be discussed with the aid of the ele- 
mentary relay shown in figure 30. A small piece of 
soft iron is fastened to a strip of non-conducting ma- 
terial which is pivoted at one end. The iron is held 
away from the core of the electromagnet by a spring. 
When the current is turned on, the iron is pulled toward 
the core. In some cases, it is restrained by means of a 
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stop pin from actually making contact with the core. 


“At the other end of the non-conducting a ee are 


contact points, arranged (depending upon the type of 
relay) z close or som one oe inion dae when the 
relay is actuated. e relay illustrated has 4 terminals, 
2 for its coil, and 2 which are connected to the contact 
points. In airctaft, the relay is em d as a remote- 
control device. By its use, the weight of wire is 
reduced and wires which carry large amounts of current 
are eliminated from the cockpit. 


25. FORCE ON CURRENT-CARRYING CONDUCTOR. 
When a wire which carries current is placed in a mag- 
netic held, the field of the wire reacts with the other 
field, resulting in a force on the wire. Figure 31 (1) 
shows a straight wire (resembling a wire from cither 
a motor or ee without current. It is placed in 
a magnetic held perpendicular to the lines of force pass- 
ing from the north pole to the south pole. In figure 
31 @) a current is flowing in the conductor. The field 
surrounding the current-carrying conductor and the mag- 
netic eld from the pole pieces will result in a force ¢ ig. 
31 ®). The direction of this force is found by the /eft- 
hand vile (fg. 32). The left-hand thumb gives direc- 
tion of motion, the index finger gives the direction of 
magnetic field, and the second finger indicates current 
direction. As stated before, magnetic fields add to or 
subtract from each other, depending upon their direc- 
tions. If, in an armature wire, the current is flowing in 
such direction as to create a clockwise field around the 
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LOCATED IN A MAGNETIC FIELD AND ACCOMPANYING FIELD FORCE ON WIRE 


Figure 31. Torgue on current-carrying wire. 





Pigare 32. Motor left-band rale. Figure 33. Torgue on current-carrying coil, 
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Figere 34. Torgae om a coil af rarious angler with respect to this field. 


wite, and the field from the poles is from right to left, 
the fields will add on the bottom of the armature wire 
and subtract or neutralize at the top, This difference of 
magnetic held will push the wire up, 


26. TORQUE ON CURRENT-CARRYING COIL. a. 
The tendency to produce a turning motion is known as 
torque (twisting force). If free to act, torque will pro- 
duce rotation. For pu of theoretical reasoning, 
ak al a ee coil to be located between two 

e pieces, te 33, with current ing through the 
coil B the direction indicated, One coaterta will be 
forced up, the other down. 


b. The existence and direction of the torque created 
on a current-carrying coil situated in a magnetic field 
may also be considered on the basis of interaction be- 
tween the pole pieces and the poles of the imaginary 
magnet within a currentscarrying coil, One may de- 
termine the polarity of this imaginary magnet by use of 
the right-hand rule. 


¢. The amount of torque developed in a coil ds 
directly upon four factors; the Eee tas eacear oe 
held in which the coil ts situated, the number of turns 
of wire in the coil, and the position of the coil with re- 
spect to the field. If the coil carries a steady current and 
is situated in a uniform field, the torque at successive 
positions of the coil will vary with the values shown in 
ngure 34. When the plane of the coil is parallel with 
the held, the torque is at a maximum, When the plane 
of the coil is perpendicular to the field, the torque is 
zero, 


27, D'ARSONVAL METER MOVEMENT. a. The 
D'Arsonval type of meter movement has wide applica- 
tion in Army Air Forces electrical instruments, The 
essential features of the movement are shown in figure 
35, Nand 5 are the pole pieces of a yoke-shaped magnet 
made of an alloy which 1s capable of remaming mag- 
netized at a constant value over a long period of time. 
A cylinder of readily magnetized metal, situated midway 
between the pole pieces, draws the magnetic held within 
itself and thereby makes the lines of force between itself 
and the pole pieces approximately radial in direction. The 
cylinder becomes a part of the magnetic circuit, and in- 
creases the flux by reducing the reluctance of the circuit. 
A movable coil composed of a number of turns of very 
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fine wire, is mounted on jeweled bearings. Spiral hair- 
springs, located at the front and back of the coil, hold 
the coil in zero-current position, If rotated either way 
from this position (no current flowing), the springs 
bring the coil back into the original position, A pointer 
attached to the coil indicates the degree of rotation on 
a calibrated scale. Electrical connections to the coil are 
generally made through the spiral springs, 

b. If current is passed through the coil in the direc- 
tion indicated,* clockwise motion results, If the cur- 
rent is reversed, the coil is rotated the opposite way. 
Inasmoch as the current is limited, in normal use, to 
values which will not carry the coil outside the radial 
por of the magnetic field, the torque developed will 

proportional to the current. The hair-springs are so 
designed that their opposing torque, regardless of the 
direction of rotation, is exactly proportional to the de- 
gree of their twist, Therefore, the deflection of the 
pointer is proportional to the current in the coil, 


28. DIRECT-CURRENT MOTOR. o«. The d-c motor 
operates on the same basic principle as the D' Arsonval 
movement. 





Electrical feature: of D’Arsonval meter movement, 


Figure 33. 





Figere 36. Fandamentals of d-c motor operation, 


b. Suppose a coil to be in the position shown in 
figure 36 ® and that connections for current are made 
by a pair of brushes which ride on a commutator, Cur- 
rent will flow from the positive terminal of a battery 
to the positive (+) brush, to segment A, through the 
coil to segment B, to the negative (—) brush, and finally 
to the’ negative terminal of the battery. By using the 
right-hand rule, it will be seen that the armature will 
rotate clockwise. The torque, which was at a maximum 
with the coil in the position shown in figure 46 (1), de- 
creases as the coil rotates, and is at a minimum when the 
coil has rotated through the 90 degrees into position 
shown in hgure 36 (#). At this moment, segments A 
and B slide from under the brushes, breaking the bat- 
tery circuit, The brushes are then on an insulator and 
current will not flow through the coil. The coil will 
coast past this position and the segments which conduct 
current will again contact the brushes. Current will again 
flow through the coil. This current will flow in the oppo- 
site direction with respect to the coil but will continue 


commutation.” 


ta enter and leave the armature (coil) as before, The 
coil will have torque in the same direction as before. 
When the coil passes through the position shown in 
figure 36 (a), this twisting force (torque) will again be 
ata maximum, The torque will again be at zero when 
the position shown in figure 3G (4) is reached, but once 
more the momentum carries the coil past the “point of 
Commutation, of reversal of the coil 
terminals from +. to — and — to +. occurs twice per 
revolution, 
¢e. In order to obtain a steady torque, in practical mo- 
tors a number of coils are spaced uniformly about an iron 
cylinder similar to that in the D’Arsonval meter move- 
ments. This coil assembly is known as an armeawre. 
The use of a number of coils results in an increase in 
the number of commutator segments. The coils may be 
wired together in several ways, The efficiency of the 








eis conventional sagen for current flowing from observer 
while —= is conventional sign for current Mowing toward ob- 
Server, 
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(2) Sheet wound. 


Figure 37. Elementary dc motors. 


motor may be increased by using four pole pieces and 
four brushes instead of two of each. The principle of 
operation, however, remains the same as previously de- 
scTi 


d. The torque developed by the armature is increased 
in several ways. 

(1) The slotted soft iron cylinder on which the arma- 
ture coils are wound, reduces the reluctance in the mag- 
netic circuits of the motor and thus increases the flux in 
which the coils rotate, The field in which the coils move 
is made more nearly radial by this cylinder. The cylinder 
itself becomes magnetized by the current flowing in the 
coils, thus improving the interaction of the armature with 
the pole pieces. 

(2) The magnetic circuits of the machine are mag- 
netized by means of one or more field coils, These coils 
are energized by the same source of electricity which 
energizes the armature coils. The flux thus created is 
greater than could be obtained solely by use of permanent 
magnets. This being the case, the iron selected for use 
in practical motors is not chosen for its ability to retain 
magnetism, but for its ability to be magnetized strongly 
by induction, 

e. Two common ways of connecting the field and 
armature circuits of a motor are shown in figure 37. 
When connected in series, as in (1), the motor is said 
to be a “series wound” or series motor. If the circuits 
are connected in parallel, as in (2), the motor is said to 
be a “shunt wound” or shat moter, Each type of wind- 
ing has its own advantages and appropriate uses. 
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f. The direction of rotation of a motor may be re- 
versed by reversing either the connections of the brushes 
or the field coils. This will reverse the magnetism of 
either the armature coils or the magnetic feld in which 
the coils are located, If the wires to the motor are inter- 
changed, the direction of rotation will not be reversed, 
since exchanging these wires will reverse the magnetism 
of both the armature and the field, and the torque will 
have the same direction as before. 

g. A part of the energy supplied to a motor is used to 
overcome its resistance. This energy is converted into 
heat and causes the temperature of the motor to rise as 
it is operated, For example, suppose a certain 12-volt 
motor, when running under a constant load, draws 70 
am The unit is absorbing energy at the rate of 
840 watts (P = El). Suppose the resistant between the 
terminals of the motor has been found to be 1/50 of an 
ohm. The rate at which energy is being used to create 
heat is— 

P= PR 
70 *% 70 & 1/50 
98 watts 
Tt would, hence, appear that electrical energy is being 
used at the rate of 840 minus 98, or 742 watts to produce 
motion. But a portion of this energy is being converted 
into frictional heat in the bearings of the motor, so that 
the actual rate of mechanical energy output may be re- 
duced to approximately 740 watts. Since 746 watts 
equal 1 horsepower, the motor is developing mechanical 
energy at a rate of approximately 1 horsepower. 
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29. GENERAL. In the inspection, maintenance, and 
operation of the aircraft electrical opment. it is often 
necessary to mearwre one or more of the electrical quan- 
tities (voltage, current, or resistance). A number of in- 
struments or meters developed for this purpose will be 
discussed in the following paragraphs. 


30. GALVANOMETER. oa. The galvanometer is an 
instrument used to measure very small currents. In the 
airplane, only the moving-coil galvanometer known as 
the D'Arsonval galvanometer is used. The galvanometer 
movement is used as part of the voltmeter, ammeter, 
thermocouple thermometer, electrical tachometer, etc. 


(fig. 38). 





Figure 38. Galranometer, 


b. When the leads of the galvanometer are connected 
to 2 points between which a voltage exists, a current will 
flow through the coil of the galvanometer. The direction 
of current fow will depend upon the polarity of the 
voltage. The amount of current flow, which governs 
the extent of the deflection of the needle, will depend 
upon the applied voltage and the resistance of the gal- 
vanometer coil (Ohm's law), 


31. VOLTMETER. oa. The voltmeter is used to meas- 
ure the potential difference or voltage between two 
points. 

b. The d-c voltmeter, as used on the airplane, is a 
galvanometer movement connected in series with a high 
resistance unit (fig. 39). The purpose of the resistance 
is to limit the current flow through the movement. Most 
voltmeters will give full scale deflection with less than 
0.01 of an ampere flowing through the movement. As 





Figere 39, Cotaway of voltmeter. 
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Figare 40. Voltmeter comnected across an electrical unit. 
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the resistance of the meter is fixed, the current flow and 
deflection of the needle will depend the voltage 
applied to the terminals of the meter ( ‘s law). The 
sensitivity of a meter is usually measured in ohms per 
volt, A voltmeter with a scale calibrated from 0 to 30 
volts, which has a sensitivity of 100 ohms per volt, will 
have a total resistance of 3,000 ohms. A current of 0.01 
ampere will be required to give full scale deflection. 


¢. Voltmeters are always connected across the elec- 
trical unit or across points, the difference of potential of 
which is to be measured (fig. 40). To obtain the cor- 
rect direction of deflection of the needle, the (+) ter- 
minal of the voltmeter must be connected to the point 
of the et potential, Care must be exercised not to 
connect tmeter to 4 source of voltage which will 
exceed the woltmeter's scale. If the voltmeter is acci- 
dentally connected in series with the circuit, no harm 


Fes ae PP Sr Ps . OH _" 
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will result to the meter since the current will be limited 
by the high resistance of the meter and the other units 
in the circuit will not operate. 


32. AMMETER. a. The ammeter is used to measure 
electrical current flowing in a circuit (fg. 41). The 
ammeter is always connected in series with the load. 
Newer connect the ammeter across the terminals of a bat- 
tery or generator (hg. 42). 
b. The ammeter uses essentially the same movement 
(mechanism) as the voltmeter. However, a current by- 
is used instead of a current limiter as in a voltmeter. 
Fis current by is called a shwet. ‘The shunt is a 
realtor msde of a. specie} oy, the resistance of which 
is not affected by any change of temperature, The move- 
ment may be the same as that used in a voltmeter. If a 
movement is used which requires 0.01 of an ampere to 





Figare 41. 
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Figure 42. 
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give full eeale deflection for a MK-aumpere ammeter, only 
0.01 of an ampere will flow through the meter when 300 
amperes. 15 Measured. The rest of the 300 amperes of 
299.99 amperes will fow through the shunt (hgure 43). 

c. In warplane construction, except for some small ur- 
planes, the shunt part of the ammeter is installed in a 
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‘ No attempt thould ive made 
to alter their length (he. 44) 


33. OHMMETER. oa. General, The ohmmeteris an 
instrument which measures resistance in olbwns The 
ohmmeter is composed of a circuit using 4 meter move 
ment, network of resistors, and a small dry battery to fur 











ash the power. The meter is calibrated to read the 
resistance of the unit measured directly. Mos ohm- 
meters have several scales or ranges. One common type 
ohmmeter uses one direct scale and one reversed scale. 
Another type wes one reversed scale with multipliers. 

b. Volt-ohmmeter. The volt-chmmeter is a com- 
bination voltmeter and reversed scale ohmimeter ( hag. 
45). The meter shown has four ranges of voltage: 0-3, 
0-30, 0-300, and 0600 volts, and four ranges of fe. 
sistances: K, KE lO, Rw 100, and Rw LOooo, 

(1) To use the meter as a voltmeter, place the toggle 
switch on the )/M pore If the approximate value of 
the voltage is not known, use the scale having the high- 


est range of voltage. To use the 600-volt range place 
the black lead in the negative | ) (ick, and the red 
| 


lead in the GO0-volt jack which is positive (fig. 46) 
With the black prod connected to the negative terminal 
and the red Prod Connect d to the positive terminal, read 
the voltage on the 600-volt scale. If the deflection is 
mall, read the ipproximate voltage and move the ted 
lead to the jack which will show a larger deflection, In 
using the 3- and 30-volt scales read the values on the 
0 to 300-volt scale dropping the appropriate Zeros, 

(2) Io use the meter as an ohmmeter, place the 
switch in the Ri Place the tes leads in 
jack :.4 (common to all ohmmeter scales) and KR. Ad- 
just meter to.zero (holding prods together) by turning 
the hattery adj wetirment knob mntal the pointer Lies up 


posit ey 
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with zero on the ohmmeter scale (fig. 47). The prods 
are then placed on the terminals or ends of the resistance 
to be measured. Do not let the metal portion of the 
prods make contact with the hands. Choose the scale 
which gives a deflection preferably between the calibra- 
tion of Oand 50. Always recheck the zero setting before 
measuring each resistance. When using jacks R 10, 
R x 100, and R % 1000, multiply the readings on the 
meter by 10, 100 or 1000 respectively. Caution: Always 
place the switch back to I’ Mf position when the meter is 


not in we as an ohmmeter. 





Figure 46, Using meter ar a rolimeter, 

ce. Circuit checking with an ohmmeter, The use 
of an ohmmeter is a technique which requires consider- 
able practice. However, only a few fundamental prin- 
ciples are used. 

(1) Zero ohms indicate a completed circuit (fg. 
48). 





Figare 47, Setitng mefer for wie ar an obeumeter, 


(2) Infinite (#rf) ohms indicates an open circuit (hg. 
49). Before using the ohmmeter, always estimate the 
resistance of the unit to be measured, Whenever check- 
ing for continuity, use the A scale unless the unit meas- 
ured has a high resistance. In checking for a short or 
ground, use Row 1,000 scale. If a ground is found, 
recheck with the K scale to determine the extent of the 
ground. Before using an ohmmeter, isolate the unit 
being measured by disconnecting it from the source of 


power. 
20 





34. VOLTAGE DIVIDER AND BRIDGE CIRCUITS. a. 
of the equipment on the airplane uses spe- 
cial circuits in connection with galvanometers as indi- 
cators and gages. The voltage divider and bridge cir- 
cuit are the two fundamental circuits usually -us 
b. The voltage divider, or iometer, is similar 


to a rheostat (variable resistor) except that it has three 
connections instead of two (fig. 50). In using the volt- 


VOLT - OHMMETEIR 


Figare 48. Cirenit checking frompleted circuit), 

age divider, the fixed ends of the resistance are con- 
nected to a source of voltage. The movable contact and 
one end then form a source of variable voltage which 
can be used to operate an instrument, etc. 





Figure 49, Cirenit checking fopen cirenit), 


c. The bridge circuit can also be used as a voltage 
divider, It has the advantage of being able to change 
the polarity as it has two movable contacts (fig. 51). It 
may be considered as a double potentiometer. This de- 
vice is used to regulate turbo superchargers, to operate 
gun turrets, fuel ratiometers, etc. 
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Figure 50. Voltage divider, 





Figure 51, Bridge cirewit, 





Figure 32. Thermovowple thermometer. Figare 33. Thermoconple. 


35. THERMOCOUPLE THERMOMETER. a. A ther- 
mocouple thermometer is used to measure the cylinder- 
head temperature of a radial engine. 

b. The thermocouple thermometer consists of a ther- 
mocouple, connecting leads, and an indicating meter 
(fig. 52). The thermocouple is a junction of two dis- 
similar metals (constantan and iron) with a ore gas- 
ket (fig. 53). Whenever the copper gasket becomes 
heated, a voltage is set up at the junction according to 
the difference in temperature between the cylinder head 
and the indicating meter. This is registered in the cock- 
pit on an indicating meter (fig. 54). Special leads of 





Indicating meter. 


Figure 34, 


materials similar ta the thermocouple itself are used to 
connect the thermocouple with the indicating meter in 
the cockpit. The indicating meter is a delicate voltmeter 
calibrated in degrees of temperature instead of volts. 

c. The thermocouple is mounted on the cylinder 
which operates at the highest temperature. On twin 
radial engines it is usually placed under the rear spark 
plug of the master rod cylinder in the rear bank (fig. 
35). Only the leads provided for the instrument can 
be used, and at no time should the leads be lengthened 
or shortened. 





Figure 33, Tobermocomple tastalled. 
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SECTION V 


CONDENSERS 





36. GENERAL. A condenser is a device used for tem- 
porary storage of electrical energy. It is used on aircraft 
as a voltage stabilizer in the generator circuit, radio noise 
eliminator or filter, etc. The use of the condenser in 
connection with the ignition system will be discussed in 
the section dealing with ignition systems. 


37. CONSTRUCTION. ao. A condenser may be con- 
structed in many different shapes and from a variety of 
materials (fig. 56). 


b. The parts of a condenser are 2 plates or 2 sets of 
plates, an insulator between the plates called a dielectric, 
and the connecting leads (fig. 57). 


c. The capacity or effectiveness of the condenser de- 
pends upon the area of the plates, the distance between 
the plates, and the material used as the dielectric, To 
make a condenser of a high capacity, a large plate area 
and a thin, high-quality dielectric should be used. The 
plates are usually made of tin foil and the dielectric is 
made of wax paper or mica, One type of construction 
is the rolled condenser where the plates are insulated 
from each other and rolled into a roll (fg. 58). An- 
other common type is the stacked condenser where plates 
are piled up with the dielectric between them (fig. 59). 
Alternate plates are connected together giving two sets of 
plates to which the terminals are connected, 


38. OPERATION. a, In a d-c circuit a condenser 
will receive a charge from the circuit and will return 
most of the charge when the voltage of the circuit drops. 
It is in this respect that the condenser acts as a voltage 
stabilizer. However, the condenser will not permit a 
current to How through it when a steady d-c voltage is 
applied to it. In the case where the applied voltage of 
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Figure S37. Parts of a condenser. 





Figure 36. 


Cylindrical and rectangular condensers. 
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@ CROSS SECTION @ ROLL CONDENSER , 
Figure 38, Rolled condenser. 


the circuit is varying d< or a-c voltage, a current will 
flow through the condenser. The condenser becomes a 
better conductor of electricity as the frequency of the 
applied voltage is increased. The action of the con- 
denser can best be shown as a thin rubber diaphragm in 
a hydraulic analogy. As the piston on one side is moved 
toward the diaphragm, the diaphragm will be displaced, 
thereby moving the water on the other side. When the 
pressure on the piston is removed, the diaphragm will 
spring back causing the water to flow buck to its original 
level, Only when the piston is in motion (when thé 
force on the piston is changing) will the water move on 
the opposite side of the diphragm. 


39, RATING A CONDENSER. o. A condenser is 
rated in a unit of capacity which indicates its ability to 
store electricity. The unit of capacity is the “Farad.” Figare 39. Stacked condenser. 
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SECTION VI 


GENERATION OF VOLTAGE BY INDUCTION 





40. INDUCTION. Magnetic flux can be made to pro- 
duce an electric current. Whenever a conductor is 
moved across lines of magnetic flux or magnetic flux cuts 
across a conductor, a voltage is set up or induced in the 
conductor (fig. 60), If the conductor is part of a closed 
circuit, a current will flow through that conductor, There 
are several of induction all of which result in the 
generation of voltage. The type of induction 
upon the circuit or arrang used. ‘The three types 
induction that will be discussed in this section are 
self, electromagnetic, and mutual induction. 





Figure 60. Induction. 


41. SELFINDUCTION. a. Self induction is the elec- 
trical inertia action of a circuit, that is, the ten of 
an inductive circuit to any change in cucrent flow. 
It is this action which produces the “fat spark,” when- 


ever a cifcuit containing inductance is opened. Self 
induction is used when the points of magneto open to 
produce a high voltage in the primary. 

b. Any circuit which contains a coil of wire is said 
to be an inductive circuit, That is, the circuit possesses 
the property of self inductance. In a circuit containing 
inductance the current will build up gradually when the 
switch is closed. When the switch is opened, the field, 
in collapsing, will induce a voltage in the circuit which 
will keep the current flowing an instant after the switch 
is opened (fig. G1). 

ce. The value of the self-induced voltage existing at 
any instant in a coil depends upon how much magnetic 
flux was associated with the circuit, how fast the flux was 
changing, and how many turns of wire were cut by the 
flux. The “break-down” of the field surrounding a coil 
takes place in much less time than the “build-up;” there- 
fore, the voltage induced on the “break” of the circuit is 
much greater than that induced on the “make.” 

d. The unit of measurement of inductance is the 
“henry.” The value of inductance of any coil depends 
upon its desipn. The inductance of a coil increases with 
the number of turns of wire. The placing of an iron 
core in the coil will preatly increase the inductance of a 
coil because the flux is increased. 


42, ELECTROMAGNETIC INDUCTION. a. Electro- 
magnetic induction is the generation of a voltage by 
causing a conductor to cut lines of magnetic flux. This 
may be accomplished by mechanical movement of either 





@) CiRQUIT CONTAINING INDUCTANCE 
Figure 61. 


(2 SPARK WHEN SWITCH IS OPEN 


Self-induction 
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the feld or the conductor. The moving magnetic field 
of a magneto and the rotating armature in the generator 
are examples of electromagnetic induction. 


b. A generafor is a machine which converts mechani- 
cal energy into electrical energy by means of electro- 
magnetic induction. An a-c generator (called an alfer- 
vafor) produces an alternating current at its terminals, 
while a d-c penerator produces a direct current at its ter- 
minals, Every generator, regardless of type or construc- 
tion, operates by the induction of alternating voltage in 
coils, produced by varying the amount and direction of 
magnetic flux threading through these coils. ‘The varia- 
tion in flux linkage may be accomplished by any one of 
a variety of methods, several of which will be discussed 
in the following paragraphs. 


c. Generatorrule, The direction of voltage in- 
duced in a conductor can be determined by the right- 
hand generator rule, This rule will also indicate the 
direction of current fow when the circuit is completed. 
In using this rule the direction of the field must be de- 
termined. If the poles are not definitely known they can 
be determined with a small pocket compass. The north 
pals of the compass will point to a south pole. The 

ux then flows from the north pole to the south pole, 
Use the right hand and extend the thumb, first finger, 
and middle finger so that they are at right angles to one 
another as shown in figure 62. Then turn the hand into 
such a position that the thumb points in the direction of 
the motion of the conductor and the first finger points 
in the direction of the magnetic flux. The middle finger 
will then point in the direction of the induced voltage. 
If the directions of any two of the factors are known, 
the direction of the other can be determined by applying 
this rule. 





Figure 62. Generator right-band rule. 


d. Simple alternating-current generator, A 
method of generating voltage is shown in figure 63. As 
the loop of wire is rotated in the magnetic held, a voltage 
is induced in each side of the loop, and as the sides of 
the loop cut the flux in opposite directions, the voltages 
induced dn the sides of the loop will be in opposite di- 
rections, This will cause the voltage appearing at the 
two ends of the loop to be the sum of the two induced 
voltages. Voltage a the only quantity induced in the 
windings. The amount of current flow in the windings 
will depend upon the load which is connected to the 
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generator. The value of voltage will depend epi 
number of turns in the rotating armature; speed of ro- 
tation; and strength of the magnetic held. € current 
flowing in the load attached to the loop will follow the 
pattern shown in figure 63. One complete turn of the 
loop will generate one cycle. The numbers of cycles per 
second is known as the frequency of the current. 


e. Simple direct-current generator, The d-< gen- 
erator has an automatic switching device which changes 
the alternating current in the armature to direct current 
for the external circuit, This automatic switching device 
is called a commutator, It consists of copper segments 
insulated from each other and mounted, by means of in- 
sulating rings, on the armature shaft. Each segment is 
connected to a coil end and, with a suitable brush ar- 
rangement, the coils can be connected (as the armature 
rotates) to the external circuit in such a way that the 
current will flow in only one direction (fig. 64). 


43. PRACTICAL DIRECT—CURRENT GENERATOR. 
a, The terminal voltage of a practical d-c generator is 
much more constant than the very unsteady voltage of 
the single-loop armature. This constant voltage is pro- 
duced by using an armature consisting of a slotted soft 
iron cylinder and a number of uniformly spaced armature 
coils, Also the number of magnetic circuits, magnetized 
pole pieces, and commutator brushes are increased, The 
manufacturer may wire the armature coils together in 
any one of several ways and connect them to a commu- 
tator of many segments. The Pate of operation, 
however, remain the same. There will be a slight varia- 
tion in the value of the terminal voltage of the machine, 
known as commutator ripple, which may cause interfer- 
ence in the ee radio receiver, This interference 
may be reduced by stabilizing the terminal voltage with 
a filter condenser attached across the terminals of the 
generator, The condenser tends to lower the voltage 
peaks and build up the lows, thus smoothing out the 
voltage to a more steady value. 


b, The magnetic fields in which the armature coils 
move are preatly strengthened, and consequently the in- 
duced voltage is increased, by the use of electromagnets 
instead of permanent magnets. All aircraft d-c genera- 
tors have at least one shunt field coil shunted or con- 
nected across the brushes (fig. 65 (1)). The magnetic 
flux of the field is therefore Firectly proportional to the 
voltage difference between the brushes, unless limited 
by a voltage regulator. A generator with only this type 
of field coil is called a shwnt-teound generator, The 
terminal voltage of the shunt-wound generator (when 
used without a voltage regulator) will decrease as the 
load is increased. Figure 6G (1) shows graphically the 
drop in terminal voltage which takes place as the load 
connected to a shunt generator is increased (that is, the 
resistance of the load decreased with the generator speed 
held constant). At no-load the terminal voltage is high 
and the load current is zero. As the load increases, the 
load current increases and the terminal voltage decreases 
as shown by the solid portion of the curve. With an 
increase of load, the We of the generator will dro 
to the place where the field will be reduced. This will 
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Figare 63. Simple ac gemerator. 
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Figare 63, Practical dc generator. 
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Figare 66, Characteristic curves of common atrcraft d-c generators. 


cause a further drop in voltage as the load is increased 
beyond a critical point. 

c. The decrease in terminal voltage of a generator, 
as load is applied, is caused by several things, The 
armature has resistance, and as the current increases, the 
IR (voltage) drop in the armature subtracts from the 
terminal voltage. ‘A decrease in terminal voltage also 
causes a decrease in field current. This causes a aeeiunen 
in freld flux and a further lowering of the induced volt- 
age in the generator. Another factor which tends to 
decrease the voltage of a generator as load is applied is 
armature reaction. Armature reaction is the distorting 
of the generator field by the heavy armature current. 

d. A generator may be componnded in order to stabi- 
lize its terminal voltage (fig. 65 (2)). A compound 
wound penerator has, in addition to its shunt field coils, 
a series field coil (consisting of a fraction of a turn to 


several turns) connected in series with the load circuit. 
The series field coils are wound on the pole pieces in 
such a manner that the flux they produce twhich Ls pro- 
coon! to the current in the load circuit) aids the 

ux produced by the shunt coils. Therefore, when the 
load increases, the fux in the pein feld is increased. 
This will increase the induced voltage in the armature, 
but because of the losses in the generator which increase 
with increased load, the terminal voltage will remain 
about the same (fig. 66 (@)). This machine has the ad- 
vantage of requiring less regulation of the shunt field in 
that the machine automatically takes care of the load 
variations. 

e. Because of the use of field coils (electromagnets 
instead of permanent magnets), the iron used in the 
generator is selected for its ability to become strongly 
magnetized by electromagnetic induction rather than for 
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its ability to retain magnetism. However, a small amount 
of magnetism is retained by the pole pieces. It is the 
small amount of flux which these poles produce that 
starts generation, The voltage caused by this residual 
magnetism is only a few volts, but it will cause enough 
current in the field to start the voltage build-up. This 
process of building up the voltage takes only a few sec- 
onds, The polarity of the generator depends upon the 
eee of the pole 
should be reversed, the polarity of the generator would 
be reversed. 


44. GENERATION OF ALTERNATING VOLTAGE BY 
VARIATION IN FLUX IN A COIL, a. If the amount 
of magnetic flux associated with a coil is varied by any 
means whatsoever, a voltage is induced in the coil, A 
simple method for producing a constant variation of 
flux in a magnetic circuit is shown in figure 67. A per- 
manent magnet is mounted so that it may be rotated 
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Figure 6&7. 


within the gap of an unmagnetized iron yoke. The 
magnetic field of the magnet is then capable of pro- 
ducing flux in the magnetic circuit composed of the 
magnet and the yoke. With the magnet in the position 
shown, the Aux is maximum, since the reluctance ( mag- 
netic resistance) of the circuit is minimum. As the 
magnet is rotated 90°, the reluctance increases and the 
effect of the magnet in the circuit decreases; both of these 
changes reduce the flux, At the 90-degree position, the 
flux decreases to 0, for in this position, the poles of the 
magnet are equally distant from each pole piece of the 
yoke, and the effect of one magnetic pole on the circuit 
i cancelled by that of the other. As rotation is con- 
tinued, the yoke circuit becomes remagnetized with the 
flux lines reversed in direction, The flux reached a 
maximum value at 180° of rotation of the magnet from 
its original position. It again decteases to 0 at 270- 
degree position, and is re-established to the original 
value and direction when the original position is reached. 
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Figure 68. Woltage induced at successive positions of magnet 
rolating at anijorm speca. 


The flux, therefore, reverses direction twice per revolu- 
tion (at the 90-degree and 270-degree positions). 

b. If a coil is wound about the yoke as shown in fig- 
ure 67, it is said to be /iméead with a magnetic circuit. 
Whenever a coil is linked with a etic circuit in 
which the flux rises, falls, or | ’ rection periodi- 
cally, an alternating voltage is induced in the coil, A 
graphical representation of an alternating voltage is 
shown in figure 68. The important feature to be noted 
is that the induced voltage reaches a maximum, not when 
the flux linked with the coil is at maximum, but when 
the flux is at zero value and just reversing its direction. 
The two maximum values of voltage occur at 90-degree 
and 270-degree positions of the rotating magnet. 


ce. The value of induced voltage depends upon the 
rate of cutting a conductor with magnetic flux, This 
will depend upon: 

(1) Number of turns in a coil. Repardless of the 
number of turns, the same value of voltage is induced 
in each turn, As the successive turns are in series, the 
total voltage is in proportion to the number of turns. 

(2) Speed of rotation, The voltage depends on how 
ae the Hux cuts across the conductors, The faster 
the magnet is rotated, the more rapidly the flux dis- 
appears and appears again. 

(3) The ae the magnet, the greater will be the 
values of flux and consequently of the rate of change of 
flux. 

(4) Clearance between magnet and pole pieces. The 
smaller the air gap, the less reluctance there will be in 
the magnetic citcutt; hence, the greater will be the values 
of flux established by the magnet. 


45. MUTUAL INDUCTION. a. Mutual = induction 
takes place when two coils or conductors (one of which 
is Carrying a varying current) are placed near each other 
(fig. 69). A change in amount or direction of current 
in one coil will produce a change of flux in the system 
which will induce a voltage in the other coil, The trans- 
former is an example of inducing a voltage in another 
coil (the secondary) by mutual induction. 
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b. All devices used on aircraft to generate high volt- 
age for engine ignition operate on the principle of mw- 
twal induction. Strictly speaking, mutual induction is 
the induction of voltage in a coil (called a secondary) 
as the result of a change in the magnetism of another 
coil in its immediate vicinity (called a primary). In 





Figare 69. Mutual induction. 

ignition equipment, however, the bulk of the voltage 
induced in the secondary is due to loss of magnetism of 
the core upon which both primary and secondary are 


46. BASIC PRINCIPLES OF ELECTRICAL IGNITION. 
a. Electrical ignition will be explained with the aid of 
figute 70 which shows all of the essential parts in any 
common of electrical ignition system. <A primary 
coi (P) of about two hundred turns of insulated wire 15 
wound around a laminated soft iron core, which is not 
a magnet (although it may possess some residual mag- 
netism). The core is represented by the three straight 
lines between the primary and secondary coils, The 
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secondary coil (S) of perhaps ten or twenty thousand 
turns of extremely fine insulated wire is wound over the 
primary coil. The secondary coil is well insulated from 
the primary coil. The center electrode of a spark plug 
is attached to one end of the secondary by means of a 
well-insulated wire. The outer electrodes of the spark 
plug are “grounded” and thus electrically connected with 
the other end of the secondary. The spark plug may be 
considered as a load unit attached to the secondary. The 
primary is in series with a switch, a battery, and a pair 
of “make” and “break” contact points. points 
remain in contact, under spring tension, until 

apart by a rotating cam timed to the engine. The pri- 
mary circuit is therefore closed until the points are 
opened. The points are shunted by a condenser, known 
as the primary condenser (C). The condenser is nor- 


" mally “shorted” by the points, and cannot function until 


the points are opened, 

b. When the switch.is closed, current rises in the 
primary coil and circuit, reaching Ohm's law value in 
perhaps a few thousandths of a second. During this 
time, energy is stored in the primary and in the core. If 
the points are now pushed open, this breaks or opens the 
primary circuit. The resulting rapid collapse of the 
magnetic field induces a voltage in both pin and 
secondary, the total voltage induced in each coil being 
proportional in magnitude to its number of turns, 

¢. Under the influence of the induced voltage the free 
electrons in the primary tend to rush toward and rapid! 
accumulate on the first contact point will be drained 
of electrons, If the condenser were mot present, the 

ential difference between the points would rise so 
rapidly that the points would be unable to separate with- 
out the occurrence of an arc between them, This arc 
would burn the surfaces of the pam and because of 
its conductivity, would prevent the sudden removal of 
battery voltage from the primary circuit. The condenser 
receives the electrons sent to the one contact point and 
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Elements of an electrical ignition system, 
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supplies the electrons demanded by the other point. A 
considerable quantity of electrons must flow before any 
considerable voltage difference between the terminals of 
the condenser can be established. Hence, the mse of 
potential difference between the points is retarded and 
su . As soon as the value of the induced voltage 
in the primary has decreased to, and falls below the volt- 
=< which the condénser has risen, the latter dis- 

ges back into the primary. The condenser thus re- 
turns to the voil some of the energy received from the 
coil, The condenser's discharge current reverses the flux 
of the primary and this reversed flux tends to remove the 
core’s residual magnetism. The total change of magnetic 
fux is thus made greater. The primary condenser there- 
fore accomplishes 3 desirable results: 


(1) It lengthens the life of the points, 
(2) It increases the total change in magnetism. 
(3) It hastens the collapse gf the magnetic fields. 


The latter two of these results materially increase the 
value of voltage induced in the secondary. The value 
of the capacity of the condenser is important. If too 
large, the condenser’s counter-voltage does not build up 
in time to be fully effective. If too small, the voltage 
rises to an excessively high value and arcing at the points 
results, The design engineer selects a condenser of the 
capacity to ht the appliance with which it is to 

used. A shorted condenser will prevent the opening 
of the primary circuit and thus make the system in- 
operative. An | condenser results in arcing points 
and a low voltage output from the system. 


d. The voltage induced in the secondary caused by 

the collapsing fields is many times greater than that in 
the primary because of the greater number of turns. The 
current flow may be either toward the center electrode 
of the spark plug, or toward its outer electrodes, in ac- 
cordance with the direction in which the secondary is 
wound on the core. The voltage difference might reach 
30 to 40 thousand volts were it mot for the fact that a 
spark jumps across the electrodes (when the plug is in 
the engine cylinder) at approximately 20,000 volts. The 
spark 1s a conductor; it closes the secon circuit and 
urther rise in voltage is thus checked, rrent flows 
in the secondary circuit as long as the collapsing fields 
have sufficient energy to maintain the spark discharge. 
When the voltage between the electrodes falls below the 
minimum value required for the electrical discharge, the 
spark “goes out and the flow of charge ceases. All 
af this Sovens in a very small fraction of a second. 

e. The two coils and core previously discussed make 
up the ignition col. When such a coil includes a 
mechanical vibration for interruption (make and break) 
of the primary circuit, the coil is known as an nduction 
coil, or in the Army Air Forces, as a booster col, The 
booster coil is described im section X. The magneto, the 
theory of which is discussed in paragraph 47, also con- 
tains a primary, secondary, and core, Magnetic, self, 
and mutual induction are essential in sources of high 
voltage for aircraft electrical ignition. In each device 
energy is forced into a primary and core, and is trans- 
ferred to a secondary. In each device the energy de- 
livered from the secondary is at a very high voltage 
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because of the high turns ratio between secondary and 
primary, and because of the rapidity of the collapse of 


47, THEORY OF MAGNETO. a. The nelo is a 

cial type of electrical generator which produces pulsa- 
tions of high voltage. Flux is produced in the magneto 
by magnets and motion, rather than by means of a bat- 
tery. 

b, The essential parts of a simple magneto are shown 
schematically in figure 71. A 4-pole permanent 
is afranged for rotation between the pole pieces of an 
unmagnetized soft iron yoke. The pole pieces of the 
yoke are so spaced that they always match two mag- 
netically opposite poles of the rotating magnet. A 
primary coil (P) having perhaps 150 turns of wire, and 
a secondary (5) of many thousands of turns are wound 
upon the yoke, (These coils are shown on the sides of 
the yoke in order to simplify the illustration.) One end 
of the primary is permanently grounded. The other end 
is connected to a ground through a pair of contact points 
(8) known as “breaker” points, which are normally 
held together by spring tension, The primary is there- 
fore shorted when the breaker points are closed. The 
breaker points are shunted with a pri condenser 
(C). One end of the ere oe ed for sim- 
plicity in manufacture, This ground connection is at- 
tached to the terminal which is common to the primary 
coil, condenser, and one breaker point. When tie bevalscr 





Figure 71. Ejisential parts of « mageeio, 


points are open, the secondary current easily reaches 
a ground through the primary coil because of the low 
resistance of the latter. ‘The other end of the secondary 
is connected to the spark plugs through a distributor. 

c. The operation of the magneto may be explained in 
several ways, A complete and detailed explanation is 
difficult because the circuits within the magneto are so 
closely linked with each other, electrically or magnet- 
ically, that an action im one is reflected (by induction) 
in the others. The following is a simple explanation. 


When the poles of the magnet are in the position shown 
in figure 72, the m.m.f. applied to the yoke is maximum. 
The m.m.f. is in such a direction as to produce flux, 
directed to the right in the core of the coils. When 
the magnet is rotated, starting from the position shown, 
the magnetomotive force applied to the magnetic circuit 
(yoke and magnets) decreases to zero and reverses. The 
m.m.f, decreases to zero, increases to the maximum in 
the other direction, again falls to zero, and so on. There 
are four positions per revolution of the magnet in which 
the m.m.f, is zero, and four in which it is maximum 
(2 in each direction), This varying m.m.f. creates vary- 
ing flux in the yoke and induces alternating e.m.f. in 
both the primary and secondary. The alternating volt- 
age induced in the secondary by this flux change is too 
weak to break down the gaps in the spark plugs. The 
secondary circuit therefore remains open and no effective 
energy leaves the magneto as a direct result of the rota- 
tion of the magnets. The breaker points are opened and 
closed by a cam which is on the shaft of the rotating 
magnet. That is, the points are closed when a voltage 
is induced in the primary and opened when the current 
becomes a maximum. The opened points permit the 
collapse of the magnetic field about the core which in- 
duces a high voltage in the secondary. The collapse of 
the flux is hastened by the use ae condenser across the 

ints. When the points open, the permanent magnet 
ein what is called he E os siosition—thae t is, a few 
degrees the 45-degree position as shown in figure 
72. Hence, at E gap position the points open and the 
spark discharge takes place. 


48. CHARACTERISTICS OF DIRECT-CURRENT MO- 
TORS. a. The physical and electrical features of a d-c 
motor are the same as those of a d-c generator, There- 
fore, when a motor armature rotates, a voltage is in- 
duced in its coils. This induced voltage, known as back 
or counter e.m.f., vitally affects the electrical characteris- 
tics and the performance of the motor. 

b. When a 12-volt battery is connected to a certain 
model of series-wound motor, current at first flows at 
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the rate of perhaps three or four hundred amperes, be- 
cause the resistance of the motor is a small fraction of 
an ohm. As the speed builds up, an increasing amount 
of -back e:m.f. is generated. This increasing back ¢.m.f. 
reduces ‘the net voltage in the circuit, and the current 
is therefore decreased to a value of about 100 amperes. 
At this speed, the back ¢.m.f, 1s only a few volts less 
than the applied voltage. 


«. Suppose this battery-driven rotating motor is 
coupled to an engine which can cause the motor to rotate 
at still higher speeds. The self-induced (back) e.m-f. 
increase as the motor is forced to turn at speeds in- 
creasingly greater than that of its normal operation as 
a motor. <As the induced voltage becomes equal to the 
battery voltage, the net voltage in the circuit, and con- 
sequently, the current flowing between battery and motor 
reach zero value. If this speed (which results in zero 
current) is exceeded, the induced voltage will exceed 
the voltage of the battery, The net voltage is now in 
the other direction and the current is therefore reversed, 
The motor has become a generator, It is converting 
mechanical energy into electrical energy and is sending 
it to the battery where it 1 converted into chemucal 
energy. This is charging the battery, 

d. Although the d-c motor and the d-c generator may 
be used interchangeably, this is seldom done in common 

ice, The structural and electrical features of a 
generator which efficiently fulfill a certain need on air- 
eraft will mot necessarily be the sare as the correspond- 
ing features of a motor which efficiently fulfill a need, 


- and vice versa. 


e. If the load on a motor is increased, the motor will 
slow down. The reduction in speed reduces the back 
e.m.f., which im turn increases the net voltage, the cur- 
rent, and the developed torque. Since, in the series- 
wound motor, the field and armature circuits are in 
series, the magnetism of both is strengthened by the 
increase in current. However, in the shunt-wound moe 
tor, the current in the shunt circuit depends solely upon 
the terminal voltage of the machine. Therefore, loss of 
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Figure 72. Mageetic flux at three positions of magnetic rotor. 
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speed does not affect the magnetism of the field coil; 
only the current in, and the magnetism of, the armature 
circuit are increased, The result is that it is much more 
difficult to stall a series motor than a shunt motor. Cor- 
respondingly, the torque of a series-wound motor at 
starting is many times preater than that of a shunt- 
wound motor of equal size, Therefore, in cases where 
an electric motor must start from rest under maximum 
load conditions, a series-wound motor is used. In cases 
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where the load is light at starting and builds up with 
the speed (as in the case of an electric fan) the shunt- 
wound motor is ey satisfactory. The shunt motor has 
the characteristics of constant speed under varying loads. 
One undesirable feature of a series motor is that if full 
voltage is rp with no load on the motor, so great 
a speed will be developed that the armature may fly 
apart as the result of centrifugal force. This fact should 
be kept in mind when bench-testing electric motors. 
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49. GENERAL, At the present time alternating current 
is used only on smaller aircraft units such as indicating 
instruments, remote compass, fluorescent lighting, auto- 
matic pilots, turbo regulators, acne etc. However, 
with the increasing size of airplanes, the increasing power 
requirements, the higher altitude, a-c systerns will become 
more popular, Direct-current motors and generators ate 
limited in output at high altitudes by brush and commu- 
tator troubles. With alternating current no brushes are 
used in the t circuit, consequently, it has no advan- 
tage over direct current in this respect. 


50. ALTERNATORS. a. General. «In the alternat- 
ing-current system the generator is called an alternator. In 
section VI the principles of voltage generation were ex- 
plained. The common alternator is designed somewhat 
differently, but the principles of operation remain the 
same, In the common alternator, the voltage is induced 


in the stationary coils by a magnetic rotor (fig. 73). 
The fixed part is called the stator and the rotating mag- 
net is called the retor, In order to have a strong, con- 
trollable field, an electromagnet is used for the rotor. 
A direct-current is supplied to the rotor by means of 
The direct- 


slip tings mounted on the rotor shaft. 






Figure 73, 


current (exciting current) must be furnished by an 
auxiliary d-c generator which is usually mounted at the 
end of the alternator shaft or driven by an auxiliary en- 
gine (fig. 74). 

The alternator should be driven at a constant speed, 
because the frequency of the voltage generated depends 
upon the speed at which the alternator is driven. A 
variation in frequency would cause faulty operation of 
some of the equipment connected to the alternator. The 
voltage output of the alternator is controlled by regulat- 
ing the direct-current field (fig. 75). 

Alternators are usually rated in voltage, amperage, 
power factor, and phases. Voltage and amperage are 
common to both d-c and a-c machinery but power factor 
and phases are used only in a-c equipment. The power 
factor is the relationship between the current and voltage 
at which the machine is intended to operate, The num- 
ber of phases of an alternator or motor is the number of 
independent voltages it generates or to which it is con- 
nected. Single- 2- and 3-phase a-c equipment are the 
most comomn types used. 


b. Single-phase alternator. The single-phase al- 
ternator generates a single a-c voltage. A simple machine 
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Simple alternator, 
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Figwre 74. Alternator with field exctter. 
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Fiewre 735. Foltage regulator om an alternator. 
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with a 2-pole rotating permanent magnet (rotor), and a 
2. itater will be used to in the operati i 
Sia of Ga sa me (fg. 76). As the 


Magnetic rotor is rotated, the voltage ced in the sta- 
tor windings sets up a current causing a flux which repels 
each ap ing rotor and attracts each ‘leaving 
rotor pole, The change in the direction of voltage takes 
Peg when the rotor poles line up with the stator poles. 
ne complete revolution of the rotor will efate, in 
the stator, a voltage which is positive one-half of the revo- 


Figevre 76. Single-phase altermator. 


lution and negative the other half, One revolution in this 
case is called | cycle (fig. 77). The frequency (cycles per 
second) of the a-c voltage or current will upon 
the number of poles in the stator and the speed of the 
rotor, A simple mule to find frequency is to multiply the 
number of stator pole pairs (2 poles) by the number of 
revolutions of the rotor per second, =A pie eee 
the rotor will have to rotate 14 as fast as the 2-pole alter- 
nator to generate a voltage of the same frequency. 


— wrt + 


Figure 77. Single-phae roliage curve. 


¢. Two-phase alternator, The principles of oper- 
ation and construction of the 2-phase alternators are the 
same as a single-phase alternator. However, a second 
set of coils is placed in the stator, independent of the 
first ag. 8) Actually 2 voltages are generated instead 
of 1, The 2 are separated from each other by 90° or 
one-quarter of a revolution of the rotor in the simple 
2-phase alternator as shown in figure 79, This relation 
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of the voltages cannot change as the coils are perma- 
nently located in the stator. In figuring the frequency, 
the tule in & above can be used, counting only the poles 
of | phase. The 2-phase alternator is used very little 
because the 3-phase system is more economical. 







Figaee 78. Toro-phaw olterestor 

d. Three-phase alternator, The 3-phase alterna- 
tor 1s a combination of 4 single-phase alternators in one 
unit, This is done by having 3 sets of stator windings 
equally spaced from each other (hg. 80). This machine 
will generate a voltage as shown in figure 81. In calcu. 
lating the frequency of the 3-phase alternator, one-third 





Fienre 79 


Two-pe Hie raltaps (arin, 


of the pole pairs are used. The 3-phase alternator is by 
far the most popular type alternator, the reason for which 
will be discussed in a later paragraph. 


51. ALTERNATING CURRENT CIRCUITS. oa. Gen- 
erol. Many of the ideas obtained from the study of d-c 
circurts must be changed or enlarged upon when study. 
ing a-c circuits, In the a-c circuit the voltage and current 
are never steady; they are constantly changing in value 
and direction, 


b. Sine wave. The voltage and current in a-c circuits 
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are said to follow a sine wave. Should a single of 
wife fotate one complete revolution in a magnetic held, 
the voltage would follow a path as shown in figure 82. 
More flux is cut when the conductors are traveling per- 
. ee flux than when they are traveling paral: 
fy with the flux. 

¢. Current in an a-c circuit. In a simple a-c cir- 
cuit, the current will have the same frequency as the 
voltage. However, the current will not always be at the 





Pigere 81. Tiere-phaie voltage curve. 


maximum value when the voltage is at a: maximum. Cur- 
rent may be from 90° ahead of the voltage to 90° behind 
the voltage (hg. 83). 

(1) Wf the load on an alternator is made up of resis- 
tors, lamps, and heaters, the current will be maximum 
when the voltage is maximum (fig. 84). 
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Figure 80. Taree-phase alternator. 


(2) When a motor, solenoid, or any unig having coils 
of wire is used, the current will be maximum after the 
voltage is maximum (fg. 85). Often an a-c voltage can 
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Figure 82. Development of current, voltage, and flux time 
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Maximum phare variations in corrent and voltage. 





Figure 86. Current and voltage when a condenser it the load, 


be applied to an inductive circuit resulting in very little 


current flow. However, if the same d-c voltage were 


applied, the current flow would be excessive and the unit 
would probably burn up. ‘ 

(3) When a condenser is connected a supply 
of a-c voltage, a current will flow through the condenser. 
This is one of the fundamentals of a-c which differs from 
d-c, The current and voltage relationship where the con- 
denser makes up the load is very unusual; the current 
leads the voltage (fig. 86). 


d. Power in an a-c circuit is not always found by mul- 
tiplying voltage by amperage as in a d-c circuit, The 
d-c relationship is true in an a-c circuit only when the 
power is consumed by a lamp, heating device, or other 
resistors. Whenever the circuit contains capacity or in- 
ductance the current will lead or lag the voltage and a 
power factor (correction factor) must be used (watts = 
volts 3¢ amperes 3 power factor). The “power factor” 
is a number which may vary (depending on the total ca- 
pacitance or inductance of the circuit) from 0 to 1 or 
from 0 to 100 percent and which is multiplied by the 
product of volts and amperes to get the actual power 








Method of meaternne power factor. 
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consumed by the unit. To measure the power required 
by a unit a "wattmeter” is used. The wattmeter auto- 
matically takes care of the power factor. ‘The important 
thing to remember is not to measure Power in an a-c cir- 
cuit with a voltmeter and an ammeter, but instead, use a 
wattmeter, To determine the power jactor of a circuit 
use a voltmeter, ammeter, and wattmeter as shown in 
figure 87. To calculate the power factor use the formula: 


watts 


Power factor — Bs 
volts ‘7 amperes 


To get the power factor (pf or P.F.) in percent, multiply 
by 100. 





Figure 88. Dynamometer type of voltmeter. 


52. ALTERNATING-CURRENT MEASUREMENTS. a. 
The common d-¢ voltmeter and ammeter will not work 
on a-c. The most popular movement used in a-¢ meters 
is the dynamometer movement (fg. 88’). This movement 
uses two coils, one of which is a split fixed field coil and 
the other a movable coil, sea emceet in series, Because the 
coils are connected in series, and the current is in the 
same direction in both coils, there is always an attraction 
between the coils. 
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-- NEGATIVE PEAK= 162 VOLTS —-— 


b, In measuring a-c current and voltage, certain rules 
and standards must be accepted. All commercial meters 
show a reading which 1s called the effective valwe of cur- 
rent and voltage, not the maximum or peak value, The 
effective value is sometimes spoken of as R.M.S. (root- 
mean-square) value. This value is 0.707 of the maxi- 
mum current or voltage. This effective value of a-c 
current or voltage corresponds to the same d-c current or 
voltage (fig. 89). In the case of the household 115-volt 

, the voltage actually varies from 0 to approxi- 
mately 162 volts. A current flow in a circuit which has 
a maximum value of 10 amperes has the value of 7.07 
amperes as measured with an ammeter. 


53. ALTERNATING-CURRENT MOTORS. a. Gen- 
eral, The a-c motor most commonly used is the induc- 
tion type. The 2- and 3-phase induction motors are sim- 

le in construction and have but 1 free moving part. 

ingle-phase induction motors are not as practical nor 
as simple as 2- and 3-phase motors because a starting de- 
vice must be used to start them. In this section 2- and 
3-phase motors will be given particular attention. 


b, Single-phase a-c motors. (1) A common sin- 
gle- motor is the universal (a-c, d-c) motor. It 
will operate on cither a-c or d-c, It is a series motor and 
has operational characteristics similar to the common 
series motor as used on an aircraft starter. This motor 
will operate on a-c because the current changes its direc- 
tion in both the field and armature at the same time. Thus 
the effect is the same as if the current were steady d-c. 
This motor is not very satisfactory for aircraft use because 
it uses a set of brushes which cause radio interference. 
The motor also requires considerable maintenance. 

(2) Any one of several induction-type single-phase 
motors may be used where a small amount of power is 
required. However, they are not used in aircraft work 
because they require special starting devices which com- 
plicate the construction of the motor and require con- 
siderable maintenance. 


c. Two-phase induction motors. In the 2-phase 
squirrel-cage induction motor, the rotor is made to rotate 
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Figare &9. Effective valee of voltage. 


UNIVERSITY OF CALIFORNIA 


ee ee a eer, ee ee 





TWO PHASE CURRENT CURVE 


ALTERNATOR 


ALTERNATOR 





ALTERNATOR MOTOR 





© 


Figure 90. Rotating magnetiz field of a 2-poate induction motor, 
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by a rotational magnetic ficld (fig. 90). A series of il- 
lustrations of the 2-phase alternator, 2-phase motor, and 
the woltages will explain the field's rotation. 
As this field cuts across the short circuited conductors of 
the rotor (fig. 91), the current set up in them will cause 
an opposing field. ‘The rotating field will then drag the 
armature along with it and produce rotation. (‘The speed 
at which the field rotates is called the synchronous speed ). 
The rotor will travel somewhat slower than the field to 

it the feld flux to cut the conductors in the armature. 
The § of difference in s of the magnetic field 
of the stator and the armature is called the slip. The slip 
varies with the load on the motor. However, it seldom 
exceeds 10 percent. In order to reverse the direction of 
rotation of the armature, the leads of ome phase are re- 
wersed. The effect of reversing the leads of one phase 
feverses the direction of rotation of the field. 





Figure 91. 


Squivvel-cage induction-motor rotor, 


d. Three-phose induction motor, For simplicity 
the 3-phase induction motor will be explained in the 
same manner as the two-phase motor; however, only 
three leads are used to connect the alternator to the motor 
(fig. 92). Also it will be noticed that 2 of the phases 
work together to form the poles of the rotating held. 
The rotor is constructed of an iron cylinder wound with 
short-circuited turns of heavy copper bars. To reverse a 
ope motor, any two of the connecting leads are 
interchanged. This produces a reversed field whith 
causes the reversing of the rotor. 

e. Three-phase o-c circuit connections. (1) The 
S-phase alternator can be represented by 3 coils equally 
— as in figure 93. From figure 93 (1), it can be seen 

at the time when the instantaneous value of the volt- 
age in phase “A™ is 100 volts, that in phases "B" and 
“Cc it is $0 volts. Similarly when the instantancous 
value of the current in phase “A” is 10 amperes, the 
current in phases “B" and “C" is 5 amperes. The con- 
ductors to the inside connections can be dropped and the 
three points connected as shown by the dark line in figure 
93 (9), This is known as a 3-phase, 4-wire generator and 
the wire shown by the dark line is referred to as the 
“common return” oc “neutral.” The ratio of the effec- 
tive voltage between neutral and any phase of a 4-wire 
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system to the effective voltage between any 2 phases is 
always as 1 is to 1.752. For example, if the effective 

between any phase and neutral is 120 volts, the 
effective voltage between phases is 208 volts. The ad- 
vantage of the ete is exemplified by the 
fact that in the case cited, 3-phase system, 208-volt equip- 
ment and single-phase, 120-volt equipment may be con- 
nected to the same circuit, 

(2) With the instantaneous values of voltage shown 
in figure 93 the current in the neutral wire, gure 
93 (@), would be 10 amperes in one direction for phase 
‘A’ and a total of 10 amperes in the other direction for 
phases “B and “C”, it is obvious that the neutral wire 
caffies no current and can be eliminated. Such a system 
is known aS a 2-phase, 3-wire system and the generator 
as a 3-phase, 3-wire generator. As the 3-phase, }-wire 
system is the one in most comomn use, it is frequently 
referred to ae as 3- (3-wire being understood ). 
As compared with the single-phase, 2-phase, and 3-phase, 
4-wire systems, the 3-phase, 3-wire system has the advan- 
tages of simplicity, puted , and a somewhat smaller 

pper requirement for conductors. For most purpo 
it i is wore practical than the other siecesating cone 
systems 


(3) In connecting a motor or generator to a 3-phase 
circuit, each lend ust be peopetiy connected a6 reversing 
two leads on a motor will cause a reversal in direction o 
rotation. The wrong connection of a coil in one phase 
of an alternator will ce an unbalanced voltage con- 
dition in the system (fig. 94). 

f. “¥" and delta (/\) connections. The coils of 
an alternator may be connected in either “Y" or delta 
(fig. 95). In the case where the coils are connected in 
‘A (delta) the voltage between any 2 of the 3 leads will 
be the same as the voltage of an individual coil, When 
the coils are connected in Y, the voltage between an 
two of the three leads will be 1.732 ee cee 
the individual phase coils. To make sure that all the 
coils are connected correctly, make certain that voltmeter 
See Eee ek pene cee es 

same. 


54. TRANSFORMERS. a. The transformer is used 
to connect 2 a-c circuits (which usually operate at differ- 
ent voltages). Power is transferred toon one circuit to 
the other by mutual induction. The voltage is raised 
with a “step-up” transformer, or is lowered with a “step- 
down" transformer. A transformer consists fundamen- 
tally of two coils (primary and secondary ) wound upon, 
a electrically insulated from, a closed magnetic core 
(fig. 96). ‘The coils are thus linked with the same mag- 
netic circuit. The secondary or output coil of a step-up 
transformer has more turns than the primary. The sec- 
cney Of 6 epson Serene et ee 
the pri ¢ two voltages are proportional to their 
turns ratio, The current varies inversely as the turns 
ratio. The power output is the same as the power input 
except for male small host losses. 

b. The core consists usually of laminations (layers) 
of soft iron, If solid iron were used, electrical eddy 
currents would be set up in the core during operation 
of the transformer. Eddy currents create heat which 


1} T 
UIMIVERSITY OF CALIFORNIA 








THREE PHASE CURRENT CURVE 


ALTERNATOR 2 MOTOR ALTERNATOR MOTOR 





Figure 92. Rotating magnetic field of a i-phare induction motor, 


Original fram 


UNIVERSITY OF CALIFORNIA 


43 












— ee i ee 


S55 gyre Wesessee es -- , ay 


sa | 


Figare 93. Jastantaneous currents and voltages when a phase roltage fh a maximem of 100 wolty. 


would lower the efficiency of the transformer. Oxide 
films or nonconducting coatings on the laminations tend 
to prevent or to reduce eddy currents without interfering 
with the magnetic operation of the core. 


¢. When the primary of a transformer is connected to 
a source of alternating current, it tends to magnetize the 
core first in one direction, then in the other, Power from 





Figare 94. Method of checking Phare commectiows. 


the a-c source is stored in the core during each flux build- 
up. When the secondary is without a load, the voltage 
induced in the primary coil by the rising and falling flux 
is almost as great as the voltage of the power source, 50 





Figure 95. Y" and “delta” alternator connections. 
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that the difference of the voltages is almost zero. Conse- 
quently, the alternating current in the primary is very 
small, Transformers may therefore be left connected to 
the high voltage feeders at all times with very little waste 
of power, As long as the secondary circuit is open, the 
a-c voltage induced between the secondary terminals does 
not do any work and, so far as the magnetic core is 
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Figere 96. Alternating-corrent transformer. 


concerned, the secondary is not on the core. But when 
the secondary circuit is closed (as, for example, by switch- 
ing on the lights in the circuit), the resultant flow of 
alternating current in the secondary circuit periodically 
removes some of the power placed in the magnetic circuit 
by the primary. Therefore, the back voltage of the pri- 
mary is reduced; and the net voltage in the primary 
circuit is increased; and the primary current rises. A 
well-designed transformer, therefore, draws current from 
ae in proportion to the demand of the connected 
Ga 


d. It has been found more satisfactory to use d-c 
equipment on aircraft for a number of reasons, the pri- 
mary reason being that a-c electrical energy cannot be 
stored. However, where certain devices require a-c, @ 
special source of a-c power must be provided, with which 
the transformer finds application, In larger aircraft 
where a power plant is n y, the use of a-c on a 
large scale may be found practicable. In such event, the 
aircraft may be relieved of considerable weight in copper 
by use of transformers and the transmission of energy at 
high voltages over small wires, 


UNIVER SITY 0 Ft AL IFORNIA 


SECTION Vill 


AIRCRAFT STORAGE BATTERIES 





55. GENERAL, a. The purpose of the aircraft storage 
battery is to provide a reserve source of electrical energy 
for operating the various units of aircraft electrical equip- 
ment. During normal engine operation, the engine- 
driven generator serves as the primary source of electrical 
energy for operating the various units of aircraft electrical 
equipment. The most common types of aircraft batteries 
are shown in figure 97. The battery supplies the elec- 
trical energy to start an engine and to operate electrical 
equipment during low engine speeds and when the gen- 
erator or engine fails. 


b. A storage battery has a number of cells in series 
(fig. 98). During discharge chemical energy in these 
cells is transformed into electrical energy. This chemical 
energy is later replaced as explained in the following 
paragraph. 

c. A storage battery is kept charged by sending a cur- 
rent back into the battery. When a current from an 
external source is sent through the storage cell, a reverse 
chemical change of the plates and electrolyte occurs. This 
process is Known as “charging.” The usefulness of a 
storage cell lies in its ability to be “discharged” and 

“charged many times before it eventually becomes per- 
manently deteriorated, In an aircraft installation the 
battery is required on various occasions (especially during 
starting) to furnish a very heavy current for a short time. 
During flight the generator replaces this energy which 
has been drained from battery, at a much lower rate, but 
over a longer period of time. A storage cell does not 
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Figure 97. 





actually “store’’ electricity; during discharge, chemical 
energy is changed into electrical energy and during charge 
electrical enetgy is changed into chemical energy. 

d. There are two types of storage cells in common use, 
namely the Edison (alkaline) cell and the lead-acid cell. 
The Edison-cell storage battery is not used in aircraft. 


56. PRINCIPLES OF LEAD-ACID CELLS. a. A lead- 
acid cell contains positive plates coated with lead peroxide 
(PbO,); negative plates made of lead (Pb); and a liquid 
known as an electrolyte, consisting of a mixture of sul- 
furic acid (H,30,) and water (H,O). 

b. During discharge of the lead-acid cell, lead sulfate 
(PbSO,) is formed on both the positive and negative 
plates; the acid content of the electrolyte is decreased and 
water content is increased. As a result of the loss of 
heavy acid molecules from the solution and because of 
the formation of comparatively light water molecules, the 
electrolyte gradually becomes more dilute and less dense 
as the battery is discharged, 


ce. It is not the dilution of the electrolyte nor the loss 
of acid molecules, but the formation of the lead sulfate 
on the plates which causes the battery to become ‘'run 
down.” When the sulfate coatings become so thick that 
the electrolyte cannot effectively reach the active materials 
(lead and lead peroxide), some chemical reaction is pre- 
vented, In practice, the cell is not permitted to be dis: 
charged to this extent. Thin coatings of lead sulfate are 
easily removed by recharging the battery, but thick coat- 
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Types a batteries. 
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ings are difficult to remove. Also, a cell is not very 
— useful when a ching a state of total discharge be- 
cause of the hinh Siastel ceilctanes caused by the sulfate 
coatings on the plates. This resistance would be intro- 

duced into any circuit to which the cell is applied, and 
_ would reduce the current to a value too low for practical 
use. 
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CELL STRAP 
igure 98. A storage battery bar a namber of cells im series. 


d, When the cell is placed on charge, lead sulfate is 
removed from both the positive and negative plates, and 
acid is formed. The water content of the electrolyte is 
decreased in the process. Consequently, the density of 
__ the electrolyte increases as the cell is charged. 

@. The open circwit voltage, figure 99, of a lead-acid 

cell is approximately 2.2 volts. The e.m.f. of the cell is 

E dependent only upon the character, and not upon the 

een its active materials. This voltage is the same 

for all lead-acid cells regardless of their plate size. The 

, sa circuit voltage or z.m.f. of a lead-acid cell remains 

to 2.2 volts, regardless of the state of discharge of 

| the cell, until the cell is practically “dead.” It then begins 
_ to drop rapidly (fig. 106). 









Figare 99. 


Open-crecan voltage. 


#, The terminal voltage of a cell while under load de- 
creases gradually as the cell continues to be discharged. 
The gradual decrease in terminal voltage is due to a 

radual increase in the internal resistance of the cell. The 
internal resistance of a lead-acid cell at the end of normal 
discharge increases to more than double its value when 
Fully charged. The difference between the open-circuit 
and closed-circuit terminal voltages (the voltage drop 
within the cell while under load) is an indication of the 
energy lost while under load, as a result of the internal 
resistance of the cell (fig. 100). 
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g- To obtain a high discharge current and a high ter- 
minal voltage under load, low internal resistance is meces- 
sary. Low internal resistance is achieved mainly through 
the use of large plate area. The internal resistance of a 
cell depends on its total plate area, The greater the num- 
ber or area of its plates, the less the internal resistance of 
acell. All the positive plates of a cell are connected by 





Figere 100. Mearwring the terminal voltage of a 
cell under load, 


one common connecting bar, and all the negative plates 
are connected to another connecting bar. The value of 
the e.m_f. of this assembly is the same as that of a single 
pair of plates of the same materials. 


57. AIRCRAFT STORAGE-BATTERY CONSTRUC- 
TION. a. In order to have a 12- or 24-volt system, 
6 or 12 cells are connected in series. The -circuit 
voltage (terminal voltage) is the voltage of the battery 
when it is not undergoing discharge. <A sectional view 
of an aircraft battery is shown in fgure 102. 


b. A plate of a lead-acid cell consists of a framework 
called the grid to which the active material is attached. 
The positive and negative plates are assembled with a 
positive plate placed between two negative plates, having 
a negative plate at each end of the cell. parators are 
used to prevent plates from contacting. The separators 
are porous; they are vertically ribbed on the side facing 
the positive plate to permit the electrolyte to circulate 
Fiecly: ttaand the plates and to provide a path for sedi- 
ment to settle on the bottom of the cell (fig. 102). The 
battom of the battery jar on which the plates rest is 
ribbed. These nbs form channels into which the sedi- 
ment may settle without shorting the plates. 


e. The hard rubber cover of the cell is sealed with a 
special sealing compound. The cover provides a base 
for the installation of a non-spill ert Pe and terminal 
posts. “The vent plug provides access for testing and ad- 
justing strength of electrolyte, provides a means for the 
escape of gases, and is so designed that a minimum of 
electrolyte will leak out of the cell regardless of any po- 
sition the aircraft might assume (fg. 103), 

The lead weight, figure 103, is actuated by gravity. In 
level fight the weight Lipton venting of pases through 
a small hole; in inverted flight this hole is covered by the 
lead weight. 
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d. In the modern aircraft battery the containers for 
the individual cells are constructed of hard rubber com- 
position material (hp. 104). The cell assembly Is en- 
closed within an acid-resisting lined metal container 
(battery box) which is used for electrical shielding and 
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mechanical protection, The battery box has a removable 
top, held in place by hold-down rods, It also has a vent- 
tube nipple at each end of the box for the attachment of 
flexible tubing. These tubes lead out of the airplane, 
This alt= 
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one directed upward, the other downward, 
WENTED 
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rangement serves to clear the battery container of gases 
and any spilled electrolyte. The terminals of cach cell 
are conmmected permanently to each other in the plus to 
minus order (series) by means of heavy lead straps. The 
two end terminals are connected to their respective bat- 
tery terminal posts which are provided with washers and 
wing nuts for attachment of cable leads, A removable 
terminal-box cover permits access to the battery terminal 
posts (fig. 105). 


58. RATINGS OF STORAGE BATTERIES. 
acid cell is rated at 2 volts. 
is rated at 12 volts; 
volts. 

b. (1) Storage-battery capacity is rated in ampere- 
hours. This rating indicates how lang a battery may be 


o. A lead- 
Therefore, a 6-cell battery 
and a 12-cell battery is fated at 24 
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used at a given rate before it becomes exhausted. An 
ampere-hour is 1 am owing from a battery for 1 
hour. Theoretically, a 100 ampere-hour battery will 
furnish 100 amperes for 1 hour, or 50 amperes for 2 
hours, or 20 amperes for 5 hours, etc. Actually, the 
ampere-hour output of a particular battery is dependent 
upon the rate at which it is discharged. H discharge 
currents heat the battery and decrease the eliiciency and 





Figure 104, Battery Box, 


ampere-nour ut. For aircraft batteries, a period of 
5 fous has tea established as the discharge time in 
rating of battery capacity. This time of 5 hours does not 
necessarily mean the length of time which the battery 
is expected to furnish current. Under actual service con- 
ditions the battery can be completely discharged within 
a few minutes or it may rawr be discharged if the gen- 
erator provides sufficient charge. 

(2) Figure 106 shows a discharge curve based on 
values obtained during tests made on a 68 ampere-hour 
battery. The load current was held at 13,6 amperes for 


6 hours (except during momentary opening of the circuit 
at the end of each hour to obtain open-circuit voltage). 
It is to be observed that the open-circuit voltage remained 
almost constant during the first 5 hours of discharge, 
whereas the voltage while under the load decreased prad- 
wally. After the rated capacity of the battery (68 (that 
is, 13.5 x 5) hours) was exceeded, both voltages 
decreased rapidly as the discharge was continued. 

c. The temperature of a storage battery is one factor 
which determines the ut of the battery (fg. 107). 
An acid battery will not deliver as much power as a warm 
battery. In cold climates a storage battery is of little use. 

d. The more common models of aircraft storage bat- 
teries are rated as follows: 


Molts Capacity in am pere-bours 
12 cpihciatiadeasiiciediecualnctni CCIE 
De a4 
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The ampere-hour capacity of a cell depends upon the 
total effective plate ee Cells venaeched ie. el have 
a met capacity equal to the swm of the individual cell 
capacities, A battery of identical cells connected in series 
has the same ampere-hour capacity as one individual cell. 
In multi-engine aircraft, where more than one battery is 
used, the batteries are connected in parallel. The voltage 
is thus equal to that of one battery but the ampere-hour 
capacity 1s increased. The total capacity is the sum of 
the ampere-hour ratings for the individual batteries. 


59. BATTERY DETERIORATION. oa. Various factors 
aid deterioration of a battery and will make its service 
life short. Excess sulfation of plates causes a permanent 
increase in the resistance of a cell. Increased internal 
resistance transforms the electrical energy of a battery 
into useless and harmful heat within the battery, which 





Figare 105. Topical aircraft storage battery. 
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could have been used on the external circuit. Internal 
resistance also results in an increase in temperature within 
the cell while the cell is being charged. Excessive heat 
results in expansion and buckling of plates and shedding 
of active material. During the normal life of a battery, 
approximately 20 percent of its active material may be 
Shed. The pores of material not shed may become 
clogged with sulfate or other impurities, or the material 
may corrode. Under any of these conditions the battery 
capacity is decreased. In addition, accumulation of shed 
material may cause shorting of the plates and result in 
internal discharge, Internal discharge may also result 






o 


1 2 





3 


equal volume of pure water. A new, fully charged air- 
craft storage-battery cell is filled with a mixture of 
approximately 30 percent acid and 70 percent water (by 
volurne). This mixture, or solution, is 1.300 times as 
heavy a5 pure water. During discharge the solution 
(electrolyte) becomes less dense and its “specific gravity’ 
(weight as compared with water) drops below 1.300. 
Thus, by determining the specific gravity of the electro- 
lyte, a reliable indication of the state of charge of the cell 
is obtained. The concentration of the electrolyte is not 
the cause of the particular state of charee of a cell: it 
is rather a Abinad incidentil effect. Thus, if a cell has 
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Figure 106. Discharge characteristics of typical aircraft storage battery. 


by reason of “'local action" between portions of the active 
material and metallic impurities on the same plate, 

b. The state of charge of a storage battery should not 
go below a specific gravity of 1.200. (See following 
paragraph.) <A battery may be permanently injured if 
it remains in a low or discharged condition. 


60. TESTING METHODS. a. The state of charge of a 
storage cell depends upon the condition of its active 
materials, primarily the plates. It is difficult or imprac- 
tical, however, to find out the plate condition or depree 
of sulfation by visual inspection. Therefore, an indirect 
method (hydrometer test) is used to determine the state 
of charge of a lead-acid cell of a storage battery. In 
order to find a cell's fitness for use, which condition can- 
not be obtained by a hydrometer test, the high-rate dis- 
charge test is used. 

b. The specific gravity or hydrometer test is made 
periodically on a storage battery installed in aircraft, as 
a part of established inspection procedure, to determine 
if the state of charge is adequate. The hydrometer test 
determines the state of charge of a cell by measuring 
the degree of concentration of electrolyte. 

(1) Pure sulfuric acid is 1.835 times as heavy as an 


a low specific gravity reading, the adding of some sulfuric 
acid will increase the concentration and raise the specific 
gravity of the electrolyte, but the state of charge of the 
cell will remain as before, inasmuch as the sulfation of 
the plates remains the same. Even if the electrolyte were 
replaced with fresh electrolyte having a specific gravity 
of 1.300, the condition of the plates, and hence the state 
of charge, would remain the same. Therefore, the spe- 
cific gravity test of a cell is reliable only if nothing his 
been added to the electrolyte except occasional small 
amounts of distilled water to replace the quantity lost as 
a result of normal evaporation. 

(2) The hydrometer commonly used to determine the 
specific gravity of battery electrolyte is shown in figure 
108. It consists of a small sealed glass tube weighted at 
its lower end so as to cause it to float upright. A paper 
scale is enclosed within the narrow stem of the tube, The 
scale is marked from 1,100 to 1.300 with intermediate 
graduations. The hydrometer is generally inclosed (for 
convenience) in the glass tube of a syringe. With this 
arrangement sufficient electrolyte may be withdrawn from 
a cell, by suction, to float the hydrometer, The more 
dense the electrolyte, the higher the hydrometer will 
float. The higher number (1.300) will, therefore, be at 
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Figare 109, Specific gravity indications of bydrometer. 
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the lower end of the hydrometer scale. The scale value 
indicated at the level of the electrolyte is the specific 
avity. 

(3) Aircraft batteries are generally of small capacity 
but are subject to heavy loads, The values specified for 
state of charge are therefore rather high. An aircraft 
battery in a so-called “low” state of charge may have per- 
haps 50 percent charge remaining, but the charge is 
nevertheless considered low in anticipation of heavy de- 
mands which would soon exhaust it. A battery in such 
state of charge is considered in need of immediate re- 
charging. With present aircraft storage battery speci- 





Figure 110. Be carefal when using acid, 


fications, a specific gravity reading between 1.275 and 
1.300 indicates a high state of charge; of 1.250 a medium 
state of charge; and of 1.200 or below, a low state of 
charge (see hgure 109). 

(4) Hydrometer readings should not be taken imme- 
diately after, but before, adding distilled water to electro- 
lyte. This precaution is necessary for the reason that 
some time is required for the water to mix thoroughly 
with the electrolyte; the hydrometer syringe might thus 
suck up a sample of electrolyte which is not representa- 
tive of the electrolyte as a whole, 

(3) Following testing, the sample of electrolyte 
should be returned to the particular cell from which it 
was drawn. 

6) Be careful when taking the hydrometer test of a 
lead-acid cell, inasmuch as sulfuric acid has a burning 
effect on clothing and skin (fg. 110). First aid treat: 
ment consists of thoroughly Fashing with water. Bi- 
carbonate of soda may be applied, but only after thorough 
washing with water. 

ce. (1) The high-rate discharge tester is used in bench 
testing to measure the terminal voltage of a cell while 
it is under load, (which is test under operating condi- 
tion). The tester (fig. 111) consists of two heavy 


- » 


prongs (with handle) which are bridged by a thick 
nichrome shunt of low resistance. A voltmeter, mounted 
on the tester, is connected to the ends of the shunt so 
as to measure any potential difference created 

them. The voltmeter is a zero-at-center instrument with 
a range of 2.5 volts in either direction, so that either 
tester prong may be placed on either terminal posts of a 
cell, When the ends of the prongs are pushed into the 
terminal posts of a cell, the resultant heavy current which 
passes through the nichrome shunt resembles an oper- 
ating condition, The prongs are held in firm contact 
with the cell terminals for approximately 15 seconds. 





- VOLT METER 






Figure 111. High-rate discharge tester. 


During this time the observed voltage should remain al- 
most constant. 

(2) It must be remembered that the high-rate dis- 
charge test is strictly a comparative test. Since the voltage 
reading is affected by both the resistance of the shunt and 
the internal resistance of a cell, the test consists solely of 
a comparison between the performances of cells of equal 
ampere-hour capacity when checked with the same 
tester. In order that the test may accurately indicate the 
condition of a cell, the latter must be fully charged be- 
fore the test is made, The observed voltage should then 
be compared with the average of the readings of a num- 
ber of cells in good condition, fully charged, and each 
equal in capacity to the cell under test. If any cell of 
a battery shows a voltage which is more than approxi- 
mately 0.2 volt below the average of the readings of the 
good cells of similar capacity, the cell may be considered 
to be internally deteriorated. In border-line cases, the 
general physical condition and history of the battery 
should be considered in deciding whether or not the bat- 
tery should be discarded. For this reason, the high-rate 
discharge test is usually performed only by experienced 
persons. 

(3) An alternate method of determining the condi- 
tion of the individual cells is by loading the battery and 
measuring the voltage of the individual cell (fig. 112). 

Original fram 
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A cell whose reading is different from the rest indicates 
a poor cell. 


61. BATTERY CHARGING. o. A storage battery may 
be charged by passing a direct current through the bat- 
tery in a direction opposite to that of the discharge 
current. 

b. (1) The voltage of the external charging source 
must be greater than the voltage of the battery, The 
e.m.f, of a G-cell lead-acid battery is approximately 15.2 
volts. When, however, a charging current flows through 
the battery, its voltage soon rises to a value of approxi- 
mately 14.2 volts, known as the “gassing voltage.” The 





Figure’ 112. Battery loud sest. 


explanation for this rise of 1 volt need not be given here, 
but its existence must be recognized. Therefore, to 
charge a battery normally rated at 12 volts, an external 
voltage of more than 14.2 volts is required. 

(2) The walue of the charging current depends on 
the net voltage in the circuit, which voltage is the amount 
a which the external voltage exceeds the battery e.m.f. 
Ii the two are equal, no current flows. To maintain a 
heavy charging current, the value of the external voltage 
need be only a fraction of a volt higher than the voltag 
of the battery because of the low internal resistance of 
charging circuit. 

(3) The charging current must always flow in the 
same direction. Hence, only d-c (and not a-c) may be 
used in the charging process. The respective terminals 
of the charging source must be connected to the like 
terminals of the battery. If incorrectly connected (if the 
value of the external voltage is below that of the bat- 
tery) the battery would discharge through the intended 
charging source at a fast rate, 

(4) The charging current, in amperes, should be ad- 
justed to the ampere-hour capacity of the battery and te 
its state of charge. A battery with large heavy plates 
may be charged, without risk of damage to its plates, with 


a higher current than that which could safely be used 
with a battery having small thm plates. A battery m a 
low state of charge may be charged at a high beginning 
rate, and, as it approaches a fully charged state, the charg- 
ing rate should be induced. If a battery in a low state 
of charge is charged at a slow rate, time ts wasted. After 
a battery has reached a high state of charge, the con- 
tinued application of a high charging current heats the 
cells and, further, causes the liberation of oxygen and 
hydrogen. (These gases form an explosive mixture). 
During charging, a small amount of “gassing” normally 
occurs. When the electrolyte violently gases, it is a sign 
of charging at an excessive rate, or completion of the 

During charging the temperature of the elec- 

should not be permitted to exceed 100° F, 

(3) A battery is permatted to remain on charge until 
the specific gravity of electrolyte reaches normal value 
(1.275 to 1.300) and no increase in specific gravity is 
noted at three successive readings taken at 30-minute 
intervals. 

c. Batteries are charged in battery rooms by either of 
two methods, By use of a motor-generator set (constant 
voltage), it is possible to start the process with a high 
current which automatically tapers off, reaching a value of 
approximately | ampere when a state of full charge is 
reached. When a tungar rectifier outht (constant cur- 
rent) is used, the battery usually cannot be charged at 
a rate higher than $ to 7 amperes. The current remains 
almost constant during the entire charging process, The 
constant-voltage method ites less time, and does not 
require much supervision. constant-current method 
requires a longer time to charge a battery fully, and 
toward the end of the process care should be taken to 
avoid overcharging, 

(1) The constant-voltage method uses a generator 
driven by an electric pea (fig. oe) a gasoline 
engine (hg. 114). The output leads of the generator 
are one to large copper bus. bars, across which the 
batteries to be charged are shunted. The batteries are 
therefore connected to each other in parallel, and must 
have the same voltage ag The potential difference 
between the bus bars is adjusted by means of a field 
theostat to a value of 14.25 volts or slightly higher. 
Each battery automatically draws a current suited to its 
own ampere-hour capacity and in accordance with its state 
of charge. A battery of high ne freehypa capacity has 
a lower resistance than a battery of low capacity, A bat- 
tery of high capacity draws a heavier charging current 
than a low capacity battery in an equal state of charge 
when both are subjected to the same charging e.m-f. 
As the state of charge of any battery increases, its voltage 
increases, the met voltage decreases, and the charging 
rate of the battery decreases. The initial charging current 
furnished to a battery in a low state of charge may be 30 
to $0 amperes, The value of the charging current of 
any battery may be found readily at any time by switching 
an ammeter, provided for the purpose, into the 
circuit. When a battery reaches a fully charged state it 
may be permitted to remain connected to the bus bars 
without harm, for the charging current is then approxi- 
mately 1 ampere. 

(2) When the available electrical source is a-c, a 
tungar rectifier outfit may be used for battery charging 


(fig. 113). This equipment includes a transformer to 
step down the line voltage and a tungar rectifier bulb, 
which converts the a-c into d-c, required for battery 
charging. The rectifier outfit may include two indepen- 
dent charging circuits, each separately controlled by trans- 
former tap switches, Only batteries of equal ampere-hour 
capacity should be charged in one circuit at one time; 
whether they are 12- or 24-volt batteries is immaterial. 
As many batteries as desired may be connected in series 
(plus to minus) up to a total voltage not in excess of 
84 volts (with most charging outfits) in one charging 
circuit. The charging rate (5 to 7 amperes) does not 
decrease to any great extent as the charging process goes 
on. The resistance in the charging apparatus is much 
greater than that of the batteries under charge, The 
voltage applied to the charging circuit must therefore be, 
from the start, some few volts above the voltage of the 
batteries in order to overcome this resistance. Therefore, 
the small increase in battery voltage as the batteries be- 
come charged produces little change in the net voltage 
in the circuit; and likewise, the decrease in internal 
resistance of the batteries produces little change in the 
total resistance of the circuit, As a result, the charging 
current remains substantially constant, The specific prav- 
ity of the batteries must be checked Frccunuliic foe some 
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batteries will reach full charge sooner than others, and 
may be damaged as a result of overcharging if left in the 
circuit. 

d, A storage battery in service in aircraft is charged by 
a constant-potential the voltage of the engine- 
driven generator being held constant by use of a voltage 
regulator. The generator voltage is predetermined and 
adjusted in accordance with the voltage of the particular 
storage ne to be used; the varying charging require- 
ments of the battery are automatically satished. 


62. MAINTENANCE. a. Aircraft storage batteries are 
of relatively low capacities to save weight, It is imprac- 
ticable to repair an aircraft battery; therefore, it is re- 
placed when it becomes unfit for further service. In an 
emergency, however, a defective cell may be replaced 
with a cell taken from another battery. To remove a cell, 
the connectors must first be removed, This is done by 
drilling into each end of the connector at the terminal 
post; use a drill slightly larger than the terminal post. 
The connectors can then be removed by prying between 
the connector and terminal nut with a suitable tool. The 
cell can be pulled after the sealing compound has been 
removed from the cell cover and cell jar. The plate 
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CONSTANT CURRENT CHARGING CIRCUIT 


Figure 113. Two systems of storage-battery charging. 
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Figere 114. Constant-woltage method of battery charging using gatolime-engine-driven generator. 


groups can then be separated by removing each terminal 
nut and pulling the positive and negative plates apart. 
When reassembling be sure to place a separator, grooved 
side toward the positive plate, between each positive and 
negative plate. In placing the cell back in the jar, the 
cell covers must be sealed by running hot sealing com- 
pound between the cell and jar (fig. 115). The terminals 
and connector can be reconnected by using a small torch 
to run the metal together. (Cantion; Whenever a 
flame is to be used near the battery, remove all explosive 
gases with an air blast.) 

b. (1) Check the vent tubing and note the condition 
of the metal tubing that is used for protection of the 
rubber tubing; make a rigid inspection at bends where 
there is danger of pinching. The downward tubing out- 
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Figure 115. Sealing a cell. 
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let should be located where there is no danger of the 
vented electrolyte coming in contact with any part of the 
the outlet to see that the slip-stream has 
not damaged the protruding tube-end, The vent tubing 
must be clear of obstructions; otherwise there might be 
dangerous accumulations of spilled electrolyte or battery 
gases. Battery cell-vent plug Soler should be unob- 
structed. 

(2) Check the condition of asphalt-varnish coating 
whenever it has been applied to protect aircraft or engine 
surfaces from spilled electrolyte. 

(3) If any electrolyte has been spilled on external 
parts of the battery or on nearby surfaces, corrosive effects 
may be neutralized by applying baking soda mixed with 
water to the consistency of a thin cream. Fresh applica- 
tions should be repeated until all bubbling action has 
ceased. Following this, wash the battery with clear water 
and dry. The soda solution must not be permitted to 
enter any of the cells, 

c. Check the security of terminal connections, The 
plain washer should be under the wing nut and the lock 
washer under the plain washer. Less corrosion results 
when the terminals are kept clean and tight. 


d. At specified periods, check the state of charge of 
the battery with a hydrometer. Test cach cell; if the 
specific gravity is 1.200 or below and all the cells are 
approximately the same, a normal discharged condition 
is indicated and the battery should be replaced. Regard- 
less of state of charge, if the specific gravity of any cell 
differs appreciably from that of the remaining cells of 
the battery, a defective condition is indicated which 
fequires battery replacement. 

(1) After the hydrometer test, check the level of the 
electrolyte in each cell and add distilled water if neces- 
sary, The electrolyte level should be approximately 44 
inch above the battle plate. 
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(2) All cells in a battery should require about the 
Same amount of water; if one cell requires much more 
than the others, examine the battery for leakage. 


(3) Acid is never added to a cell to increase the spe- 
cific gravity. Leakage may occur around the base of a 
vent plug which is not tight or may result from the addi- 
tion of too much water. 


(4) Regardless of hydrometer readings, if a battery 
does not hold its charge under normal service conditions 
or otherwise fails to function normally, it should be 
replaced. 

e. (1) During low temperatures, it is absolutely 
necessary that the batteries be kept well charged or the 
electrolyte will freeze. Temperatures at which mixtures 
of sulfuric acid and water will freeze are as follows: 


Specific gravity of electrolyte Freezing point (Fabrenbeit) 


1.000 (pure water) -. us - +32" 
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(2) If water is added to the battery during freezing 
weather, the battery should immediately be put on charge 
to mix the electrolyte, The water, being lighter than the 
electrolyte, will stay on top and freeze at a much higher 
temperature than the electrolyte. 

f. When an aircraft is to remain idle for more than 
one week, the battery should be removed and returned 
to the battery room for proper maintenance. 
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SECTION Ix 


GENERATORS AND REGULATOR 
SYSTEMS 





63. GENERAL. In modern aircraft the generator is 
mounted on the engine and driven by the engine (hig. 
116). The a of the generator is to supply the 
power for all the units of the electrical system. The 


genctator also supplies the power to keep the battery 
fully charged. The electrical system of most aircraft is 
d-c in order that a battery can be used as a source of 
emergency power. 


The electrical systems of all earlier 
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type and small aircraft is 12 volts, A new high-output 
system which maintains its voltage at 28 volts is known 
as a 24-volt system. Each system has its individual types 
of generators and control equipment. Table II gives the 
types of equipment used in each system. In this section 
particular attention is given to the latest equipment of 
24-volt systems, 


64. CONSTRUCTION FEATURES OF AIRCRAFT DI- 
RECT-CURRENT GENERATOR, Figures 117 and 118 
show cross section views of generators used on 12 and 
24-volt aircraft systems. The main features of the 
aircraft generators will be discussed in detail in the fol- 
lowing paragraphs. Due to the fact that several 
manutacturers build generators for the Army Air Forces 
the designs vary somewhat. However, the general con- 
struction features are the same. 


a. Armature assembly. ‘The armature is made up 
of a steel shaft ‘on which is mounted a laminated soft iron 
core, armature coils or windings, and a commutator (fig. 
119). 

(1) The armature core is made by stacking soft iron 
stampings on the armature shaft. ‘The core is laminated 
to reduce eddy currents which produce undesirable heat 
(fig. 120). The laminations are placed side by side in 
such a manner that the slots line up. The slots are lined 
with insulating fish paper to protect the armature wind- 
ings. 
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; 24-rolt atvtraji geweraior, (Comrtesy of Deleo Remy Drvtiton 
Grea Moreri Core.) 

the commutator end. The inter-shaft is small and takes 
up the shacks and vibrations by twisting 


b. Field-frame assembly. fl) The evlindrical 
stecl or iron field frame serves as a mechanical support 
for the generator and also forms a part of the magnetic 
Circuit connecting the poles ( fig | a 

(2) The pole precer are rectangular in cross section 
and are fastened to the field frame. Figure 122 shows 
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(2) The armature windings are made of insulated 
copper wire and are wound 1m the slots of the armature 
Core The ends of the windings are brought out at the 
commutator end and connected to the commutator seg- 
en Wedges, and a sone models, ese oe 
are to keep the windings from flying out of the slots 
when the aieaaite is acioat as high seiaed 2 © aaa 

(3) The commutator consists of copper segments in- 
sulated from each other and the armature shaft with 
mica and held firmly in place with insulated wedge rings. 
The leads from the armature coils are soldered or other- 
wise secufed into slots or risers of the commutator lo- 
cated next to the windings. 

(4) The generator armature is coupled to the engine seve —$ 
through a suitable splined shaft. In order to eliminate 
the violent twisting motions caused by the vibration of 
the engine, a shock-absorbing coupling is placed between 


SZ 
the drive shaft and armature. In older styles, and in 


some recent ty a rubber or spring cou ling is used, @ TYPICAL COMMUTATOR CROSS SECTION 
Some new high-output machines use a hollow armature 
shaft with an inter-shaft which drives the armature from Figure 120. Armatere aed commutator cowuraction, 
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Trpe = eat cae 
E-3A 4 2,300)'4,500 
E-8 és 2,600/4,500 
E-10 4 2,400/4,500 
L-1 ra 2,600/5,000 
L-2 4 2,300,/'4,500 

~ Ly 4 2,500,//4,500 
M-1 ith 2600/4, 500 
M-2 6 2,300/4,500 
M-5 4 2,300/ 4,500 
O-1 é 2,500/4,500 
O-2 é $,000/'10,000 
o-5 4 2,900/4,500 
io ii 4,000/ 10,000 
P-1 6 2,300,4,500 
P-2 6 §,000/' 10,000 
P=5 4 2,900/4, 500 
R-1 6 §,000,' 10,000 
i ibe 


the magnetic circuit of a 4-pole generator. ‘The complete 
magnetic circuit is made we! the armature core, pole, 
pieces, and field frame. 

(3) Generators used on aircraft have either shunt or 
compound-wound fields. The shunt field winding is 
ade of many turns of small wire. The compound 

fator has a shunt feld and a series field, The 
nt field of a compound generator is wound similar to 
the shunt field of a shunt generator, The series field 
winding is made up of a fraction of a turn to a few 
turns ye heavy wire on each we pole. The voltage of 
a compound generator is regulated by varying the shunt- 
field current, The senes field is connected in senes 
with the load and aids the shunt field in proportion to 
the load on the generator. 

(4) Interpoles, which are used in some of the recent 
models of generators, are small poles placed between the 
main poles, The windings on these poles are connected 
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Figare 121, Disassembled 24-volt generator. 
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in series with the load ay ae ae entire generator 
current. The purpose of the interpoles is to improve 
commutation. They will be discussed in a later para- 
graph. 

c. Brush assembly, (1) Generator brushes are 
usually small blocks of graphitic carbon which will give 
minimum wear of the commutator and yet be sufficient! 
hard to give long service. Each brush is provided wi 
a flexible lead and terminal to permit a good electrical 
connection with the brush, 
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(2) The brush shies freely in its holder to allow it 
to follow irregularities in the surface of the commutator 
and to permit it to make good contact with the commu- 
tator as the brush wears (fig. 123). A spring provides 
a constant pressure on the brushes to hold them against 
the commutator, The brush pressure should usually be 
approximately 6 pounds per square inch of contact area 
—see Technical Order covering the individual generator. 


d. End-frame assembly. (1) The supporting 
frame at either end of the field frame (sometimes called 
held ring) is called an end frame.* The end frames 
contain the armature bearings, thus noreing the arma- 
ture. On the commutator end, the end frame also forms 
a support for the brash holder. The terminal bolts on 
the 12-volt and carly 24-volt models and the connector 
plug on the newer 24-volt models are mounted on the 
commutator end (fig. 124). The end frame is flanged on 
the drive-shaft end to permit mounting on the engine. 

(2) The end frames are held in place with bolts 
extending through the feld frame, or Es studs screwed 
into the field irate: These bolts must be tightened 
securely or the bearings will be thrown out of alignment, 
permitting the armature core to drag on the pole pieces. 

(3) The armature is ipso = eaaeee 
give long life at high speeds and performance under 
temperature extremes. These bearings are packed with 

® Manufacturers do not all use the same nomenclature when 
referring to sub-assemblies. The terms end shields, front bous- 


ing. tear housing, commutator-end housing, etc, are used by 
some in referring to end frames. 
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Figare 123. 






grease at the factory and should not be lubricated be- 
tween overhauls, They should be replaced at overhauls. 

(4) The engine is equipped with an oil seal. Holes 
are provided in the mounting flange to allow oil leakage 
to escape without creeping into the generator. 


65. ELECTRICAL FEATURES OF AIRCRAFT DIRECT- 
CURRENT GENERATORS. The generation of voltage 
by electromagnetic induction, residual magnetism, voltage 
build up, and the characteristics of different generators 
have been discussed in a preceding section. However, 
there are several other electrical characteristics which 
will be discussed in this paragraph. 

a. Reting generators. (1) A generator is rated in 
power output (watts), that is, the number of amperes 
that the generator can safely supply at a specified voltage. 
The number of amperes that a generator can safely sup- 
ply depends upon the amount of heat it can dissipate or 
radiate; therefore, to make possible high outputs, cool- 
ing ventilation is used as described in the following sub- 
paragraph, 

(2) The most popular of ventilation or cooling de- 
vices are the air scoop, figure 121, and the forced-draft 
fan, figure 125, the air scoop being the most effective. 
It consists of a connecting tube from the air scoop to the 
generator armature, the generator being cooled by the 
air current created by the motion of the airplane. The 
forced-draft fan used on some generators be 
mounted at cither end of the armature shaft and forces 
cooling air through the generator (fg. 125). 
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b. Types of armature windings, Armature coils 
are wound in a number of different artangements. The 
two general types of windings are lap and wave 
windings. However, for all practical pur the 
mechanic is not interested in the type of winding used. 
The procedure for testing and servicing the armature is 
the same in both cases. 
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Figaee 124. Terminal commections of 12- and 24-volt 
gemerators. 


«. Brush locetion. The sumber and location of 
brushes will depend upon the number of in the 
field. In small low-output generators with 4 poles, 2 
brushes, located 90° apart, are used. In higher output 
generators with four poles, 4 brushes are used, 2 positive 
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Figure 125. Gemerator rhowtmg cooling fan. 


and 2 negative. In 6-pole generators, 4 or 6 brushes 
are used, located as shown in figure 126. 

d. Field windings. (1) In the aircraft generator 
used on the 12-volt system, and on small 24-volt sys- 
tems there are three terminal posts marked A+, and 
A—, and F4- (fig. 127). These letters stand for arma- 
ture positive (A-+-), armature negative (A—) and field 
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Figaee 126. Bewih arrangement on d-¢ generators 


positive (F+-). The shunt field terminal F-+- obtains 
its current from terminal 4+ through a voltage regu- 
lator; the current then through the shunt-feld 
coils and back to the armature through the negative 
brushes. In addition to this field current there is also 
the load current which leaves the armature through the 
positive brushes, passes through the series field coils 
(shown in heavy lines) to terminal A-+- and after pass- 
ing through the load returns to the generator armature 
through the A— terminal and the negative brushes, The 
current generated in the armature is accordingly the sum 
of the shunt current and the load current, The two held 
coils (shunt and series) wound on cach pole carry cur- 
rent in the same direction and aid each other. If no senes 
field were used, the positive brushes would be connected 
directly, through flexible leads, to terminal 4-+.. 

(2) In some large 24-volt generators, a connector 
plug has been used instead of connecting terminal (hg. 
124), but connector terminals will be provided on future 
generators, ‘The internal construction of small and large 
generators are similar, but different letters are used for 
the connections, Terminals B, A, and £ in the large 24- 
volt generators correspond to terminals A+, F4- and 
A— in the 12-volt generator and types L and M—1, 
24-volt generators, In addition to terminals B, A, and E, 


two other terminals D and C are used. Terminal D is 
connected to E inside the generator and is used in the 
paralleling of two or more generators. However, in some 
of the early this connection was omitted and 


it became necessary to connect D to E inside the plug. 
Terminal C is used at the present in ome generator, as a 
second field connection. 





Figure 127. Compound-wound gemerator, 


@. Distortion of magnetic fleld. (1) When the 
generator is in operation, the load and armature circuit 
are connected in series; thus all the current must pass 
through the armature. The armature conductors, there- 
fore, are surrounded by electromagnetic fields, the 
strength of which varies with the load current. These 
added fields tend to distort the magnetic held furnished 
by the main field poles. This distortion becomes greater 
as the armature current increases (fig. 128). 

(2) Because of Geld distortion, a voltage induced in 


the coils shorted by the brushes would result in sparking 
between the brushes and commutator segments, pitting 
of the commutator, and excessive brush wear, Thus, the 
output of the generator would be reduced. To correct 
this condition, the brushes must be set at such a position 
that the plane of the coils which are shorted by the 
brushes is perpendicular to the distorted magnetic field. 
Therefore, the brushes ate moved forward in the direction 
of rotation. This is referred to as shifting the brushes 
to the neutral plane or plane of commutation. On some 
generators, the brushes may be shifted manually as de- 
sired. On non-adjustable generators the manufacturer 
sets the brushes for minimum sparking at 2, to 3, full 
load (fig. 129). 

(3) Interpoles may be used to counteract some of the 
effects of field distortion, as shifting the brushes in in- 
convenient and unsatisfactory, especially when the gen- 
erator speed and load are changing constantly. The mag- 
netic strength (and therefore the corrective influence) of 
the interpoles varies with the load on the generator, This 
is ideal, use the Geld distortion varies with the load. 
In the generator the polarity of the interpole should be 
the same as that of the next main pole in the direction of 
rotation. The interpole is so located that the flux pro- 
duced causes the current in the armature to change ditec- 
tion as the conductors pass under it. This fixes the neu- 
tral pee in one position for all loads on the generator. 
By the use of interpoles, the efficiency, output, and serv: 
c life ee ee 
(fig. 130). 


66. REGULATION OF GENERATOR VOLTAGE. a. 
General, Since most electrical circuits are designed to 
operate within a definite range of voltage, it is important 
to keep the voltage constant. In aircraft, the generator 
is operated at variable speeds and variable loads. In 
order to maintain the voltage constant under these con- 
ditions, automatic voltage regulators have been devised. 


b. Principle of field regulation. (1) The voltage 
output of a generator depends upon three factors: 


BRECTON OF ROTATION 





Figave (28. Mageetic field distortion and rotation of meniral planc. 
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(@) The number of armature conductors connected in 
series. 

(4) The speed of the rotating armature. 

(¢) The strength of the magnetic held. The strength 
of the magnetic held depends upon the number of am- 
pere-turns (ampere >¢ turns) of the held windings, and 
since the number of turns of wire in the field is fmed, 
the current sent through the windings is regulated to 
control the terminal voltage of the generator. 

(2) Figure 131 is a simple diagram which illustrates 





the principles involved in voltage regulation. If the 
fester be i 
ae: j 
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Figure 129.— Delre Renry drach adnsimeat. (Canes ty of 
Deico-Remy Deion, Geagral Motor Core / 


held-circuit resistance is increased (as by a rheostat), 
the feld current decreases, which in turn decreases the 
field strength and lowers the generated voltage. 


¢, Vibrator-type voltage regulator. (1) A sim- 
plitted vibrator-type voltage regulator (hgure 132) con- 
sists of a coil of ine wire (F) wound around a soft iron 
core; two contacts (C), one mounted on a movable soft 
iton arm and the other stationary; a helical spring (4); 
and a resistor (RK). The voltage winding (}') 15 con- 
nected across (in parallel with) the penerator terminals, 
A+ and A— and the resistor is connected across the 
contact points, 
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(2) When the generator is not operating, the spring 
holds the contact points closed. As the generator comes 
up to speed, current flows directly from the A-- terminal 
to the F+- terminal through the closed contact points. 
As the voltage rises, the current through }’ increases, and 
its iron core becomes more strongly magnetized. When 
the magnetic attraction on the movable arm becomes 
strong cnough to overcome the spring tension, the con- 
tact points are separated, The beld current must now 
flow through the resistor, and because of the resistance 
added to the field circuit, the current in the held circuit 





Figure 130. Generator with imterpoles. 


decreases. The magnetic field of the generator therefore 
is weakened and the pull of the magnetized core de- 
creases, and the spring closes the contacts, As a result, 
the held strength and the generated voltage rise again. 
This cycle of events occurs over and over again, the 
points opening and closing many times per second. The 
terminal voltage of the generator rapidly varies above 
and below an average value determined be the tension 
of the spring, which may be adjusted. The vibrating 
voltage regulator is used on 12-volt systems and on low- 
output 24-% olt systems. 


67. REVERSE-CURRENT CUT-OUT RELAY. a. Pur- 
pose. The purpose of the reverse-current cut-out relay 
is to disconnect the battery automatically trom the penera- 
tor whenever the generator voltage is less than the bat- 
tery voltage. If this device were not used in the generator 
circuit, the battery would discharge through the generator 
whenever the generator was not operating. This would 
tend to make the generator operate as a motor, but be- 
cause the generator is coupled bo the engine it could not 
rotate, Under this condition the generator, generator 
wiring, or both may be severely damaged and a fre may 
result, 

b. Construction. In fgure 133 0 reverse-current cut- 
out relay is shown as a part of a simple generator-battery 
system. There are two windings on the soft iron core. 
The current winding CW’, which 1s in senes with the 
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line and must carry the entire generated current, consists 
of a few turns on Peay EE The voltage winding PF’ 
consists of a large number of turns of relatively fine wire, 
and is shunted across the generator leads, The two coils 
are wound on the core in the same direction. The 
movable arm carties a pair of contact points C which 
normally are held open by a spring 5. 

c. Operation. When the generator is not operat: 
ing, the relay contact points are open so that the battery 
does not discharge into the generator even if the main 
line switch is left closed. As the generator voltage builds 


up, the voltage winding of the cut-out relay magnetizes 
the iron core. When the generated voltage produces 
sufficient magnetism in the iron core, it attracts the 
movable arm, thus closing the contacts C, and the gen- 
erator begins to charge the battery. The coil spring 1s 
so adjusted that the voltage winding will not en the 
contact points until the voltage of the generator is at a 
value such as to be in excess of the normal voltage of the 
battery. The charging current passing through the current 
winding of the cut-out relay aids the voltage winding in 
holding the points tightly closed, When the generator 


<_< m. 





Figere 1431, 


Regulation of generator voltage by field rheaitat. 
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Figure 132. Generator voltage regalation by: simple vibrater-type regulator, 


Figure 133. 





Generador-battery cystem with rererre-cerrent ¢ul-dul, 
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slows down, or for any other cause the generator voltage 
decreases below that of the battery, the current from the 
battery flows through the current winding in such a way 
as to tend to produce magnetism of opposite polarity, 
This tends to counteract the magnetizing influence of the 
voltage winding, reducing the magnetism of the core. 
Therefore, the contacts are opened by the spring, and the 
circuit between the battery and the generator is broken. 
During normal operation, the contact points do not 

until the reverse current has reached a value of 5 to 10 
amperes, 


68. GENERATOR 12- AND 24-VOLT CONTROL 
PANELS. a, Generator control panels are usually re- 
ferred to as two-unit or three-unit control panels, A 
two-unit control pane! may consist of a vibrating-type 
voltage regulator and a reverse-current cut-out 

on the same panel. Figure 134 is a top view of a 12- 
volt, two-unit control pancl, A simplified diagram of 
a single-engine generator circuit with a two-unit control 
panel is shown in (fig. 134 (3))- A simple wiring dia- 
gram for use in circuit analysis (fig. 134(3)). This panel 
is adjusted to regulate the voltage at 14.25 volts and to 
connect the generator to the battery at 13.5 volts. 

b. Early 24-volt systems also used a two-unit control 
panel with L type and M-1 type generators. The oper- 
ating principle of the 24-volt vibrating voltage regulator 
is similar to that of the 12-volt system; however, some 
refinements have becn added. The Leece-Neville 24-volt 
panel has an extra set of points. These points short out 
the field when a very low average value of held current 
is required to maintain the voltage constant. Figure 135 
shows a typical 24-volt vibrating regulator, type B-1A. 
Type B-1B, 24-volt, control panel has a carbon-pile volt- 
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regulator element. (See paragraph 70b (2) for prin- 
ciple of operation. ) 


69. VIBRATOR-TYPE CURRENT LIMITER. a, Pur- 
pose. The purpose of the vibrator current limiter is to 
limit the current of the generator automatically to its 
maximum rated output, This device will protect the 
generators. 

b. Construction, The construction of the current 
limiter is similar to that of the voltage regulator except 
that the actuating coil is in series with the main line, 
Thus, the amount. of current flowing in the line is the 
determining factor in the operation of the limiter, instead 
of the voltage across the line, as in the case of the voltage 
regulator. The coil consists of several turns of large 
wire, since it carries the entire line current. 

c. Operation, In figure 136 a vibrator current 
limiter is shown as part of a simplified idee Geman 


of a three-unit control he spring 5, holds the 
contact points C, to, rt until the current through the 
main line and series winding SW excessive, 
Magnetizing its ifon core to such an extent that the mag- 
netic pull on the movable arm overcomes the tension of 
the spring, and opens the contact points, This inserts 
resistor Kg into the held circuit of the generator, de- 
creasing the field current, the strength of the magnetic 
field, and the generated voltage. With decreased volt- 
age the generator current is reduced. The iron-core 
regulator is therefore partly demagnetized, and the 
Spring closes the contact points. This causes the gener- 
ator voltage and current to rise, until the current reaches 
a value sufficient to start the cycle again. The spring 
may be adjusted to limit the current to any desired value 
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Figure 134. Generator 12-wolt control panel. 
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within the rating of the limiter. In other respects, the 70. PLUG-IN MODELS OF 24-VOLT VOLTAGE 
three-element control panel is similar to the two-element REGULATORS. a. General. In late models of air- 
panel. craft using the high-output 24-volt system, the voltage 
regulator and generator reverse-current relay switch are 
installed as separate units. The voltage regulator plugs 
into a standar panel socket or sub-base, so that it may 
be easily removed for inspection or replacement. The 
plug-in models are designed to control the voltage of 
generators with an output of several hundred amperes 
at 28 volts, and to provide regulation over a wide range © 
of generator speed and load (fg. 137). 


b. Operating principles of fleld-rheostat voltage 
regulator. The automatic fcld-rheostat type volt 
regulator does not use the vibrating contacts as discussed 
in paragraph 66. One type of field-rheostat regulator 

a : works on the principle of shorting out portions of a 
Figwre 133. Generator 24-volt control panel (B-1A), tipped resistor (fig. 138). The General Electric and 
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Figure 136, Typical 3-uait control panel ating both voltage and current regulation. 


see = Sue Westinghouse regulators operate on this principle. An- 
Fae a _ SHOCKPROOF 1 other popular type regulator uses the variable resistance 
hee pe HOLDING CLIPS / MOUNTING of a carbon pile. A stack of carbon disks have a resis- 
is ~ . tance which varies with the mechanical pressute forcing 
them together. ‘The greater the pressure the less the 
resistance (fig. 139). 






CONTACTS (1) Tapped resistor voltage regulator. Two makes 


ol epamers | 
eee ' | of tapped resistor regulators are used by the Army Air 
Dees J ee — Forces, Westinghouse and General Electric (figs. 140 and 
«og ae lek rl | 141). The principal difference between the two is in the 

'  afrangement of the contacts. Both have the voltage of 

the generator applied to an electromagnet which is fitted 
with a movable regulating arm and balanced by a cali- 
| brated spring. Whenever the generator voltage is below 


___ REGULATOR 
TERMINALS ° 7 


normal, the resistance of the resistor is short circuited 
~- — —-— through the contact leaves or fingers. As the voltage 
Figare 137. Voltage-regelator sné-base woth regulator rises to normal, the electromagnet causes the movable 

partially removed. armature to open some of the contacts thus adding resis- 
O from 
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Pigere 138, Reducing the resistance of a reiiitor by shorting-pat tapped portions, 
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Figare [44. Deleo-Remy 24-rolt carbon-pile roltage regulator 





Figare 142. Detail drawing of Westinghouse 24-volt voltage 
regulator showing internal circuits, 
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tance to the freld circuit. To adjust the voltage of the 
pcneralor watem the tension of the Spring ts increased 
or decreased to corr spond to the desired voltage, The 
detailed construction may be seen in hgures 142 and 144 

(2) The carbon pile voltage regulator. The carbon 
pile voltage regulator also is Used bry the Army Au Forces 
(fig. 144). The Delco-Remy, Leece Neville, and 
Eclipse are of this type and are similar in construction 
(hg. 145). General Electric and Westinghouse also 
will soon produce carbon-pile-type voltage regulators 
In the Delco-Remy carbon-pile regulator, a group of 
approximately 20 carbon disks and 21 graphite disks are 
alternately placed in an insulating ceramsc tube inside 
of the carbon-pile housing which is fitted with hns to 


radiate the beat. A solenoid arrangement regulates the 
pressure of a spring on one end of the carbon disks ( he 
4 4 ] i 


Figare 143. Detail deawing of Geweral Electric 24-volt woltage 146). An insulated plate and adjusting «tew which 
eegalater ihowing miermal corcuitt. makes a contact with the carbon-pile 6 mounted 
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Figere 146. Detail drawing of Delvo-Remy 24-volr voltage regulator showing imternal circuitt, 
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Figure 147. 24-volt generator-rystem equalizing circull, 
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Figere 148. Equalizing resistors wied in the generator E dead on airplanes equipped with two or more gemerators, 
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r other end of the carbon-pile housing. The other contact 
T> with the carbon pile is made through the spring and 
armature assembly. When the voltage of the generator 
changes, the solenoid which is connected to the generator 
varies the tension of the spring, thus changing the me- 
chanical pressure on the disks. The disks, in tum, vary 
the resistance in the held circuit of the generator. This 
type of regulator is adjusted by means of a small rheostat 
which increases or décreases the current flow in the regu- 
lator solenoid. 


71. PARALLELING CONTROLS. ao. General. For 
the successful operation of two or more generators con- 
nected in parallel, it is essential that the generators share 
the load equally, A. very small increase of voltage in 
one generator will cause the generator to supply the 
greater part of the power. The load on a generator is 
often referred to as ampere-load. The load or power 
actually is measured in watts but because the voltage is 
considered to be constant, the power is directly propor- 
Figare 149, General Electric 24-bolt retay iieiten. tional to the ampere output of ie ga, 

b. In order to distribute the load equally among the 
generators, an equalizing coil is wound with the voltage 
coil of the voltage regulator as shown in figures 143 and 
146, The circuit of the equalizing system is shown in 
figure 147, A fixed resistance is placed in the lead from 
E to ground. The resistance of this lead will be such 
that, when the generator is operating at full current out- 
put, there will be a 0.5 volt (/K) drop between E and 
the ground, The operation of the equalizing system de- 
prose upon the JK drop in the separate ground leads. 

‘he resistance in the ground lead may be put in the cir- 
cuit by making the ground lead long enough to have the 
required resistance, or special resistors may be used (fig. 
148). In the installation of the auxiliary power plant 
a piece of No, 8 nichrome wire approximately 414 inches 
long is mounted between the negative brush and ground 
Zl for the equalizing resistor, The generator furnishing 

hie. ee " ; the most power will have the greatest voltage (JR) drop 
Figaye 120. General Electric 2bbaet nerayensrieed etveas in its negative lead; the generator furnishing the least 
ag will have the smallest voltage drop in tts negative 
ead. The point E of the generator supplying the most 
i“ c will be at a lower potential than the none pee 
ing point E of the other generator, thus current will flow 
through the equalizing system from E of generator No. 
2 to E of generator No. 1. From the figure 147, it will 
be noticed that current will flow in the opposite direction 
in the equalizing coil of regulator No. 2, than it does in 
the equalizing coil of regulator No. 1; that is, the equal- 
izing coil will aid the voltage coil of the regulator of 
generator No, 1 and oppose the voltage coil of the regu- 
lator of generator No, 2. The effect will be that the 
voltage of generator No. 1 will be lowered and the volt- 
age of the other generator will be increased. The current 
flow in the equalizing circuit thus tends to produce an 
equal load division between generators. 
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72. 24-VOLT GENERATOR RELAY SWITCHES. a. 
General. The generator relay switch performs the 
same function in the high-output 25-volt system as the 
reverse-current cut-out in the 12-volt system. It connects 
the generator to the bus whenever the voltage becomes 
26,5 = 0.05 volts and disconnects the generator from the 
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bus when the bus voltage exceeds that of the generator. 
The relay switch uses a modified reverse-current cut-out 
to operate a heavy relay which controls the bus circuit. 
Another function of the relay switch is to break the pen- 
erator circuit whenever the pilot wishes to disconnect the 
generator from the bus. Rather than run a heavy lead 
to the cockpit and use a large switch, the circuit is con- 
trolled with a small switch in the relay or contactor-coil 
circuit, 

b. (1) The General Electric relay switch is shown in 
figure 149, This switch incorporates a polarized relay 
which will cause the main contacts to close whenever the 
voltage of the generator becomes 26.5 + 0.05 volts. The 
copper-oxide rectifier unit prevents the relay from closing 
when the generator polarity is reversed. The polarized 
relay also serves the same purposes with the result that 
the rectifier's main function is temperature compensation. 
The polarization of the relay by means of a permanent 
magnet also insures that the relay will open even on high 
values of the reverse current which otherwise might re- 
verse the magnetism of the voltage coil and hold the relay 
closed, 

(2) Whenever the generator voltage has reached 
26,5 + 0.05 volts the polarized relay and switch connect 
the penerator to the contactor coil; thus the control circuit 
is complete and the contact relay energized. The con- 
tactor or relay is so constructed that two copper points 
close first and open last; two silver paints close last and 
open first, This arrangement eliminates any arcing at 
the silver points, thus insuring a good contact. In the 
reverse process when the generator voltage ee below 
the bus voltage, a series coil in the generator line will 
neutralize the effect of the shunt or voltage coil on the 
polarized relay. This will demagnetize the core of the 
relay and the relay points will open. The opening of the 
relay points will break the circuit of the contactor coil, 
the contactor points will break the circuit of the contactor 
coil, and the contactor points will then open and break 
the generator circuit (fig. 150). 


e. The Leece-Neville relay switch is similar in con- 
struction to the General Electric except for a few details 
(fig. 151). The rectifier, instead of being a copper oxide 
type is a selenium oxide type. The shunt or voltage coil 
of the polarized relay is connected somewhat differently 





Figure 152. Leece-Neville 24-rolt relay-rwitch cirenit. 


in that the current must also pass through the control 
switch before the polarized relay points can close. The 
contactor is very much the same as that used in the Gen- 
eral Electric relay switch. It incorporates two sets of 
points, one of which closes first and opens last to protect 
a set of low-resistance points (fg. 152). 
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Pigere 136. Homelite HRU-28, 24-wolt auxiliary power plant, 
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Figare 137. Homelite HRU=28, 24-volt ayviliary power-plant circuit, 
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Figwre 138. Simgle-engine 24-wolt power circu. 


d. The Westinghouse relay switch (fig. 153) is essen- 
tially the same as the General Electric and Leece-Neville. 
Tt uses a set of permanent magnets to gain its polarized 
effects (fig. 154). From the figure, it can be seen that 
the current passing one way will muguetiae the movable 
bar and cause it to be attracted to the south pole (where 
the contacts are located). .A current passing through the 
current winding will neutralize the effects of the voltage 
winding which is acting to hold the bar against the con- 
tacts at the south pole and the spring will then pull the 
bar to the stop at the north pole position, opening the 
contacts, The circuit of the Westinghouse relay switch 
is shown in figure 155, The contactor ts essentially the 
same except for a slightly different arrangement of the 
contact points. Instead of using two points to break the 
circuit, a rocker-type contact is used. Contacts are made 
and broken at the beginning and end of the movement 
of the armature. Hence, only the end of the point is 
subjected to the arc, 


73. AUXILIARY POWER PLANT. a. General. The 
purpose of the auxiliary power plant (fig. 156) is to 
serve as a source of electric power for storage battery 
charging and for the testing of electrical aircraft equip- 
ment while the airplane is on the ground. It may also 
be used as an auxiliary source of electrical power at low 
altitudes in case of an emergency. (The Homelite auxil- 
iary power plant is limited in output at altitude above 
3,00 feet and should only be used for limited periods of 
time or in the event of emergencies.) The auxiliary 
power plant is sometimes mounted in the airplane and 
connected to the airplane's electrical system. ‘The auxiliary 
power plant consists of a gasoline engine coupled directly 
to the generator. The voltage output of the generator is 
regulated by a standard voltage regulator. The generator 
furnished with Homelite auxiliary power units is usually 
a standard aircraft model and replacements can be drawn 
from stock, 


b. Engines. The gasoline engine is a 2-cycle aire . 
cooled engine. The speed of the engine is controlled by 
a governor which regulates the fuel and air mixture en- 
tering the engine's cylinder. The ignition system consists 
of a high-tension magneto and a spark plug in the cylin- 
der head. Lubrication of the engine is provided by the 
mixing of crankcase oil with the fuel. The engine is 
cranked by motorizing the generator or with a “rope- 
type” starter. 

¢. Generator. The generator is of a special design 
and is connected directly to the crankshaft of the engine. 
In order to make the generator an electric motor of sufh- 
cient torque to crank the engine, a novel arrangement 
a series field is incorporated in the generator. When the 
starter switch is closed the series held circuit is connected 
to the battery and the generator normally operates as a 
simple, shunt generator, 

d. Voltage regulator. The voltage regulator of 
the power plant is the standard Acmy Air Forces design. 
The standard sub-base is mounted on the generator and 
any 24-volt voltage regulator available may be readily 
attached. ‘The reverse-current relay is of a special design. 
A diagram of the generator system is shown in figure 157. 


74. COMPLETE GENERATOR SYSTEM. a, In the 
present Army Air Forces airplane, the electrical system 
provides power for many of the airplane accessories and 
armament, Without the electrical system, the propellers, 
fuel pumps, radio, landing gear, lights, turrets, arma- 
ments, etc., would in many cases be inoperative, Con- 
sequently, the electrical system must be in working order. 

b. The source of electrical power is the generator. 
The airplane electrical system is so designed that the 
electrical load necessary for flight can be carried by one- 
half of the generators on the airplane. The purpose of 
the battery is to provide power for starting the engines 
on the ground and for testing the electrical system, The 
only time it is needed in the air is to furnish power for 
short heavy intermittent loads. The auxiliary power plant 
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(if installed) provides power for starting the engines on 
the ground, ground testing, and emergency power at low 
altitudes, 

c. The electrical system of a single engine airplane 
uses a penerator regulator and relay switch; a diagram of 
this system is shown in figure 158. 

d, The complete system, as used on a large airplane 
or a multi-engine airplane, is shown in figure 159. This 
figure shows the main bus connected to the generator 
system, auxiliary power plant, battery circuit and ex- 
ternal power connection. The peueone units and the 
circuit ate identical to the single-engine installation ex- 
cept the generators are connected in parallel and a suit- 
able device is used to evenly divide the load among 
individual generators. 


75. SYSTEM ADJUSTMENTS. a. General. The ad- 
justments of the power system are chiefly to set the volt- 
age regulators so that the generators will produce a 
constant voltage of 28 volts and to adjust the relay switch 
to close the circuit of the generators at approximately 26 
to 2614 volts. 

b. Voltage regulator. The voltage regulator is a 
precision device, will not withstand rough treatment, and 
must be handled with care. The adjustment procedure 
for the Army Air Forces voltage regulator, given in detail 
in TO 03-53-39, must be followed with care. This pro- 
cedure is briefly as follows: 

(1) Use a precision-type portable voltmeter, figure 
160, 0-30 wolt scale. This voltmeter must be handled 
carefully as it will not maintain its accuracy under con- 
ditions of mishandling, vibration, or shock. 

(2) Place all generator switches located on the gener- 
ator instrument panel in the "0" position. 

(3) Start all engines which have generators and allow 
them to warm up for the period necessary to bring en- 
ines to operating temperature, 
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Figere 160. Precision volimeter used im setting voltage 
regulators and relay switches. 
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Figere 161. 





Adjusting General Electric 24-volt 
voltage regulator, 





Fiewre 262. Adjusting Westinghouse 2d-volt voltage regulator. 


(4) Connect the negative terminal of voltmeter to the 
metal structure of airplane and the positive terminal to 
the 4 terminal of the voltage regulator (or to the general 
terminal of the relay switch). 

(3) Increase to 1,800 r.p.m, the speed of the engine 
having the generator and voltage regulator being checked. 
Keep remaining engines, if a multi-engine airplane, at 
idling speed. 

(6) If voltmeter does not indicate 28 volts, adjust 
the voltage regulator until voltmeter reads 28 volts by 
adjusting the spring tension on the armature in the case 
of General Elects. heure 161, and Westinghouse, 
figure 162, regulators by means of adjusting nut. In the 
case of the carbon-pile regulator adjustment is made by 
turning the small knob, figure 163, which changes the 
resistance of the voltage-coil circuit. After regulator is 
adjusted, reduce the speed of the engine to idling. 

(7) On a multi-engine airplane, repeat the procedure 
outline for cach voltage eniaeos including the voltage 
fepulator of the auxiliary power plant. 

(8) After the voltage regulator of all the generators 
on an airplane have been adjusted to produce a voltage 
of 25 volts, it 16 nec essary to ¢ heck to see if the generators 
share the load equally, This is done with the aid of a 
paralleling system (see TO 03-5-39). Close the gener- 
ator main-line switches and equalizing switches (if pro 
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Figures f64 Admuitiag Defro-Remy 24-0 aff vellage Prealaor, 
vided) and min the engines up to approximately 1,800 
f.pum.; the autosyn instrument inverter should be turned 
on to provide a load, all other loads such as radio, lights, 
etc., being off. 

(9) Check ammeter reading which should be steady 
and alike. Variation between ammeters should not ex- 
ceed 3 amperes. If unbalance ts severe, ower fhe iugh 
reading by adjusting the corresponding voltage regulator 
downward. 

(10) Apply heavy load by closing switches for light- 
a equipment, inverters, and radio equipment. Check 
aminieler readings agar, they should be steady and nearly 
alike, If the highest is no more than 20 : amperes higher 
than the lowest, the setting is satisfactory, 

(11) Should amperage difference be more than 20 
amperes, check the following: paralleling, wiring, and 
regulators, 

(12) If possible, all paralleling adjustments be made 
with the generator system warm and not while the com- 
ponent units are cold. 

e. Relay. (1) The reverse-current relay should 
never be manually closed by piesuing the cortacts to- 
gether as serious damage to the relay, the electrical sys- 
tem, and to the individual closing the contacts may result. 
Where possible, when a relay is removed, it should be 
seplaced by a relay of the same type. 
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Figure iq, ela pw scing Lecce Neville 24-nol relay aunttre. 
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(2) The adjustment procedure for a switch is to 
set the relay switch to close at between 26 and 26.5 volts. 
This is done as follows: 

(4) Connect voltmeter in the same manner as for ad- 
justment of the voltage regulator (see b above). Place 
the generator switch on the instrument in the “oO” 
position, Slowly increase the speed 
which the generator whose circuit is being checked is 
installed until a current reading is noted on the ammeter 
on the instrument panel. The voltmeter reading will 
show a slight drop as the relay closes - The voltage just 
before the relay closes is the relay | voltage. 
should be between 26 and 26.5 volts. If it is 
from that value, the relay should be adjusted or, if Sd- 
justing equipment is not available, replaced. 

(4) Adjustment of the voltage of a Leece- 


jel 


Neville relay (figure 164) is made by turning a small 
slotted nut near the generator te This nut con- 
trols the tension on the small s Adjustment in the 


case of the General Electric relay (fig. 165) is accom- 





Figare 163. Adjusting General Electric 24-wolt relay switch. 


ely alone ring a small screw in a spring clip imme 

Boas tie tae thee Adjustment of the West 
inghouse relay is accom ldhed by touhing 6 small seco 
with a screw driver to adjust the position of the armature 
inside the small coil, See TO 03-3—39 for details on 
adjusting relays, A differential type of relay switch will 
soon be placed in service which will require no adjust- 


ment; this fact will be noted on the name men ig 
(©) After the relay has been adj the reverse- 


current value of each relay should be checked as follows. 
ee eee renee, cranes engies 0 Oak the 
ee ee eae from . Slowly re- 
en ees or Asmmncter sending will dacsease to 

gin to read in reverse direction. Note 
current reading just before the ammeter pointer returns 
to zero; this reading should be between 8 and 20 am- 
peres. If the pointer does not immediately return to 0, 
advance the throttle until the ammeter 3 a small 
current output from the generator, oe main-line — 


and stop engine. In such cases, relay is 
ere adjusted and should be checked / sad eophace’ 
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Figere 166. Adjusting F'estingboure 24-rolt relay switch, 


76. SYSTEM TROUBLE SHOOTING. a. Trouble 
shooting is the locating of the exact cause of the system's 
failure to function popes: The generator operates in 
connection with a voltage regulator and current-relay 
switch. Thus the failure of the system to deliver power 
to the bus can be caused by one of the three units or the 
Wiring svstem connecting them, In trouble shooting a 
small sketch of the system's circuits will often help in 
finding the faults. Faults in the electrical power system 
and the probable causes are listed in the following out- 
line: 

(1) Generator produces no voltage. 

(4) Voltmeter lead may be broken, 

(4) Generator should be flashed. 

(¢) Commutator should be cleaned. 

(4) Generator should be replaced. 

(2) Generator produces approximately 2 volts or 
“residual” voltage. 

(#4) Voltage regulator does not allow sufficient field 
current to “build up” voltage. 


(6) Field lead to regulator A terminal is open. 
(¢) Generator field circuit is open, Replace generator. 
(3) Generator produces high voltage. 
(4) Regulator ts set too high. 
(4) Regulator is inoperative, causing excessive field 
current, Replace voltage regulator. Causes may be: 
1. Dash pot stuck. 
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Figere 167. Checking voltage regntator by connecting Ago Bi, 


2. Voltage control coil open. 
3. Contacts welded. 
(©) Field lead A is shorted to generator positive 
within generator, at connector, or in wiring system, 
(4) Generator delivers no current. Causes may be: 
- Main-line switch open. 
Generator main-line circuit open. 
- Relay switch closing voltage set too high, 
Reversed connections at generator, Relay 
switch is polarized so it will not close on 
a reversed voltage. 
5. Ammeter leads broken. 
6. Relay switch inoperative, requiring replace- 
ment. 
7. Generator circuit open at either positive B or 
negative E side. 
8. Circuit protector open. 
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Figwee 168. Method of flashing generator field. 


77. MAINTENANCE OF GENERATOR SYSTEM. a. 
Generator, (1) In the case where no voltage is pro- 
duced by the generator, remove the voltage eres 
and with the engine running at imately 1,800 
r.p.m. short cirenit the A and B fesrinals ot the sub-base 
(fg. 167). If this test gives excessive voltage it indi- 
cates that the generator is not at fault but that the trouble 
lies in the voltage regulator. 

(2) If this test fails to produce a voltage the generator 
field may have lost its residual magnetism. To restore 
residual magnetism the field may be flashed by connect- 
ing the A terminal of the regulator base (with regulator 
removed) to a source of battery voltage at a junction box 
or bus (fig. 168) (engine running at 1,800 r.p.m.)-. 
Again connect A to B as in (1) e and if still no 
voltage is produced, check the leads for continuity, shorts, 
and grounds. If the generator is so located that the 
brushes and commutator can be inspected, they should be 
checked for proper condition as specified in Technical 
Orders, If necessary replace brushes and clean the com- 
mutator. If the generator is so located that it cannot be 
serviced remove it from the airplane. 

(3) After removal, disassemble the generator and 
check the field, armature, brushes, and commutator, 
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Figure 169. Checking generator field with an obmmeter 
while generator ii om engine, 
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(a) Check the field for opens, shorts, and grounds. 
The resistance of the field as measured with an ohmmeter 
should be from 1 to 7 ohms depending upon the type 
of generator (fig. 169). 

(4) Check the armature visually for such troubles as 
burned insulation, unsoldered connections, dirty com- 
mutator, high mica, etc. Check the armature in a growler 
for shorts by placing the core of the armature in the 
V-slot as shown in figure 170. Explore the armature 
core with a hacksaw blade keeping the blade on top and 
rotating the armature. Since the armature is wound 
symmetrically, the blade will be attracted with the same 
force by a good armature regardless of its position, On 
the other hand, a shorted armature coil will cause a place 
of stronger attraction, Check with a continuity light be- 
tween commutator and shaft for grounded armature coils. 

(¢) Check the brushes for length and general condi- 
tion. Particular care should be given to generator brushes 
when working with airplanes used for high altitude fly- 
ing. Consult Technical Orders on the specific generator 
for correct brushes. Use only the recommended brushes. 
New brushes should be seated with No, 000 or finer sand- 
pipes (fg. 171). Consult Technical Order on proper 

rush spring tension. 

(4) Clean commutator with No, 000 of finer sand- 
paper and blow out with compressed air blast. Replace 

rCELOA= USING aN armature if burnt. 
SLO HACK SAW BLADE : : a 
: (e) Check for high mica (fig. 172). 

(/) Check for dirt and oil in the generator, Blow 
out any dirt with compressed air, If oil is found in the 
generator check oil seal. 

(g) No lubrication of the generator is required be- 
tween overhauls. Do not attempt to Inbricate; consult 
Technical Orders. 

b. Voltage regulator. (1) If the generator is 
generating the proper voltage, the generator and voltage 
regulator are not at fault. 

(2) Maintenance of the voltage regulator will con- 
sist of keeping it clean. 







Figure 170, Using a growler to check for shorted (3) Particular care should be taken with the finger 


armature couls, and leaf-type regulators not to bend the Angers or leaves. 





HO, 000 SANDPAPER 
(SAND SIDE NEXT TO BRUSH) 


Figure 171, Seating rashes with sana paper, 
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WITH COMMUTATOR 


Figeve 172. Commutation with proper wader cot of mica 
amd bigh mica. 


The contacts should be clean and in case of burned 
contacts the finger or leaf assembly should be replaced. 
Consult Technical Orders on the servicing operations. 

¢. Generotor relay switch. (1) Generator relay 
switch may be defective in that it will not disconnect the 
generator from the bus when the generator switch is 
opened, This can be detected by a reading on the am- 


HIGH MICA, NO CONNECTION 


meter with the engine running above 1,800 f.p.m. with 
the generator switch opened or a reverse reading on the 
ammeter when the engine is idling of stop This 
condition may be caused by: 

(a2) Welded contacts. 

(6) Shorted leads, 

(c) Broken contactor armature spring, 

(2) A defective relay may be the cause of a generator 
not delivering power to the bus, This condition will be 
indicated by a normal voltage reading and a zero ammeter 

I ‘ * 
(a) Make sure the generator switch is closed. 

(4) Check all cables leading to and from the switch 
relay. 

(c) Check the ammeter leads. 

(4) Check with Technical Orders for methods of 
cleaning contact points. 


d. Auxiliory power plant. (1) The maintenance 


-of the voltage regulator of the auxiliary power plant is 


the same as the regulator on the main engine-generator 
syitem, 

(2) The maintenance of the auxiliary peveerie 
will be done in the sume manner as outlined for the main 
engine generators, The bearing on the generator end is 
grease packed and requires no lubrication between over- 
hauls. 

(3) In regard to the auxiliary power-plant engine, 
care must be taken to mix the oil and gasoline properly 
by actual stirrin eae Fane ee The ee oul 

ly checked for carbon deposits, as ca ited 
a the spark plugs will cause + warts Carbon will also 
build up in the valve port, closing off the port to the 
exhaust gases. Check the Technical Order covering the 
individual power plant for detail inspections and repair 
operations, 
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SECTION X 


IGNITION SYSTEMS 





78. GENERAL. «@. When a mixture of fuel-vapor 
and air is admitted into a cylinder and compressed, the 
next event in the cycle of engine operation is the ignition 
of the compressed charge at the proper moment, Even 
and complete combustion is obtained conyentently by 
means of electric sparks which are made to occur be- 
tween the electrodes of spark plugs installed in the cylin- 
der head or combustion chamber of the cylinder (fig. 
173). 


PULL NO ae Mi TURE 








Figure 173. Compressing and igniting the fuel charge. 

b. An electrical ignition system furnishes sparks pert- 
odically to each cylinder at a certain position of piston 
and valve travel, The essential parts of such a system are 
a source of high voltage, a timing device to cause the 


RIGID SHELOING > 
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Figure 174. Flexible and rigid shielding. 


high-voltage source to function at the set position of pis- 
ton travel, a distributing mechanism to route the high 
voltage to the various cylinders in the proper sequence, 
spark plugs to conduct the high ce into the cylinders 
and produce ignition of the fuel mixture, control 
switches, and the necetsary aang The source of high 
voltage may be either a magneto driven by the engine or 
an induction coil connected to a battery or generator. 

ce. All parts of the ignition system are enclosed in 
flexible or rigid metal covering called shielding (fig. 
174). The shielding “receives” and “grounds-out" elec- 
trical radiations coming from the ignition system which 
would otherwise produce electrical interference (noise) 
in radio equipment installed in the aircraft. 


79. MAGNETO IGNITION. a. General. The mag- 
neto is regularly used as the source of high voltage in 
modern aircraft ignition systems, In starting an engine, 
the starter turns the engine over too slowly to permit the 
magneto to operate. Hence, a booster coil or vibrating 
interrupter is eyed to generate the — voltage. 
On small aircraft engines a starter impulse coupling is 
used; this device is a spring-like mechanical Eilses be 
tween the engine and magneto shafts which will “wind 
up" and “let go" at just the right moment to spin the 
magneto shaft and thus provide the necessary high volt- 
age. The “winding up” process also serves to retard the 
spark a predetermined amount to prevent backhring. 

b. The essential parts of a typical magneto ignition 
system, for a single engine, are shown in figure 175. For 
better engine’ performance and safety two identical but 
independent ignition systems are used. The magnetos, 
which are identical, may be “turned on” rately (for 
testing) or both at the same time fare penn) 
by means of an ignition switch. In figure 175, one mag- 
neto is shown assembled and the other with the essential 
parts exposed, When the magnet (rotor) of either 
magneto is revolved, the cam on the end of the shaft 
periodically opens the breaker contact points. It is when 
the points first that the high voltage is set up in 
the secondary coil and the spark occurs. “The voltage in- 
duced in the secondary is applied to the leading electrode 
of the distributor rotor which is properly geared to the 
magneto; then the high voltage is supplied to each dis- 
tributor electrode at the proper moment. The distributor 
finger does not touch the electrodes but passes by them 
with a small clearance. The high voltage must break 
down two gaps in series, one in the distributor and the 
other in the spark plug, The magneto is capable of de- 
veloping sufficient voltage to do this. The high voltage 
is conducted from the distributor electrodes to the spark 
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@) Eivential parts of a typical magneto ignition system 
incorporating a boowter coil for starting. 


@) Essential parts of magneto system incorporating aw induction 
vibrator for starting. 
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iiag tecroinal to the primary winding of the magneto 
thereby utilizing the magneto coil for transformation to 
high voltages, Distributor fingers in induction vibrator 









incorporate only one electrode because the ma 
coil secondary is the source of high voltage for be 


c. In figure 17 is shown a wiring di of the 


“magn ition system. ‘The functions of the various 
rs eee: aes 
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+ Figare 177. Woirtmg diagram of the magario igeition iyttem. 
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80. CONSTRUCTION FEATURES OF TYPICAL MAG- 
NETOS. «a. Mognetic cirevit. The netic circuit 
of the magneto may be designed in several different ways. 
One system uses rotating permanent $; 2, 4 and 
even 8 magnetic poles may be incorporated (fig. 178). 





ductors which complete the magnetic circuit through the 
coil core by two different paths thus giving the fux of 
the magnet two directions through the coil core (figure 
179). The latter type is called the inductor rotor and 
the former the rotating-magnet type. 





Fignre 178. Arrangement of magneto magnet poles. 


These magnets are made of Alnico material, which is an 
alloy of iron, aluminum, nickel, and cobalt and will retain 
their magnetism for a long period of time. The m 

rotate under pole pieces which complete a magnetic circuit 
through a coil core. Another type of magneto uses sta- 


tionary permanent magnets and a system of rotating in- 
| ce Cone 






MAGNETIC CIRCUIT OF BOSCH MAGNETO 
USED ON 9 ‘CYLINDER ENGINE 
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MAGNETIC CIRCUIT OF BOSCH MAGNETO 
VSED ON 14 CYLINDER ENGINE 


Figere 179. Inductor rotor igpe magneto. 





b. Coil assembly, The coil assembly consists of a 
laminated soft iron core around which 1s wound a primary 
and secondary coil. The coil is covered with a case of 
hard rubber, bakelite, or varnished cambric, The pri- 
mary condenser may be encased with the coil, The ends 
of the core extend beyond either end of the coil assembly 
and are fastened on top of the poleshoe extensions with 
screws and clamps, One end of the primary is usually 
internally connected to a coil-assembly primary terminal. 
On some models connection is made to this terminal by 
a spring contact; late models make the connection to this 
terminal by means of a copper strap. One end of the 
strap is connected to the primary terminal while the other 
end is connected to the movable contact point of the 
breaker assembly, The primary terminal, to which one 
side of the condenser must be connected, 14 located where 
a spring contact from the ignition-switeh terminal of the 
Magneto may press against it, The underground end of 
the secondary makes electrical contact with the distributor 
rotor, 

ec. Distributor, The distributor rotor is a device 
which distributes the high-voltage current to the various 
connections of the distributer block, This rotor may be 
in the form of a disk, drum, or finger arrangement (fig. 
180), Also the distributor rotor may contain either 
one or two distributing electrodes. The leading 
electrode, which obtains high voltage from the magneto 
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secondary, makes its connection with the secondary 
through the shaft of the rotor. The trailing electrode 
obtains a high-tension voltage from the booster, by means 
of a collector ring mounted etther on the stationary dis- 
tributor block or on the rotor itself. The numbers on 
the distributor block mark the magneto sparking order 
and do not represent the firing order of the engine. The 
distributor-block position marked "1" is connected to 
No. 1 cylinder; distributor-block position marked “2" to 
the second cylinder to be fired; distributor-block position 
marked “3” to the third cylinder to be fired, etc. One 
end of an ignition wire is cut off squarely and washer 
and spacing sleeve are installed. The wire ts then forced 
into the proper distributor-block hole (fig. 181) until it 
butts up against the bottom and is then fastened with 
a piercing screw driven through the insulation into the 
wire thus making good electrical contact. The other end 
is connected to the spark plug with a special fitting. 





@ elcHT-Lope cam @) COMPENSATED 14-LO8E CAM 
Figure 182. Pivotlesstype breaker assemblies, 





Figare 181. Ignition wires fitted into distributor block bofer. 


d. Breaker assembly. (1) The cam on the end of 
the magnet shaft (except a compensated cam) has as 
many lobes as there are poles on the magnet. The num- 
ber of high-voltage impulses produced per revolution of 
the magnet, is equal, therefore, to the number ep 
The number of cylinder firings per complete revolution 
of the engine is equal to one-half the number of engine 
cylinders. ‘Therefore the ratio of the magneto-shaft 
speed to that of the engine crankshaft is equal to the 
number of cylinders divided by twice the number of poles 
on the rotating magnet, Earlier models (lever-type 
breaker) have a movable contact point mounted on a 
pivot arm and are actuated by a cam follower, In the 
modem, pivotless-type breaker assembly, the movable 
point is mounted on a spring (fig. 182), The points 
are made of platinum-iridium alloy, A frosty appearance 
of the points indicates that they are in working 
condition. The cam is lubricated by means of a felt oil 
pad which rides on the cam on older models, and by a 
plunger type oiler on later models. The plunger-type . 
oiler does not ride the cam, but is depressed at designated CYLINDER 6 AT TOP DEAQ CENTER 
inspection periods. Figure 183. Top dead-center variation: of pistoms, 
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(2) Magnetos used with radial engines may be 
equip with a compensated cam (one lobe for each 
cylinder). In this type of cam, the lobes are ground at 
unequal intervals to compensate for the top dead-center 
variations of each piston due to master and connecting 
rod design (fig. 183). 

e. Condensers. The primary condenser is always 
connected across the points. It may be of several differ- 
ent shapes—round, flat, or square. It may be located 
in the breaker housing with the breaker points, on top 
of the coil, or in the corl housing. Whenever a secondary 
condenser is used, that 15, a condenser in series with the 
secondary wiring, it is located internally in the coil form 
or in the distributor rotor. 


SIMS DRIVE 


Fig fre JB, 


f. Shielding and coil cover. The magneto has a 
metallic cover which is made of a non-magnetic material; 
the cover joints are tightly fitted to prevent momsture and 
dict from entering, The purpose of this metallic shield- 
ing is to prevent the ignition system from interfering 
with the radio circuits. Fittings are provided on the 
magneto to attach a shielded ignition harness so that the 
cables may be completely covered, Ventilation is pro- 
vided to remove condensation and corrosive gases formed 


by the arcing in the housing. 


81. TYPES OF MAGNETOS. a. Magnetos are built 
in a number of different types. A cutaway of one of the 
common ty is shown in figure 184. The design of 
each type depends upon the particular requirements of 
the aircraft engine on whi h Ic ts to be used In the 
Army Air Forces, one type of magneto can often be used 
on a number of different engines. 

b. Magnetos are built in single and double types. The 
double types consist of two magnets (fg. 185). The 
double-type Magneto contains two sets of breaker points; 
therefore, an equal number of sparks will be produced 





by each coil assembly per revolution of the magneto drive 
shaft. The high voltage is distributed by two distributors 
mounted elsewhere on the engine. The double-type 
magneto is penerally used on “in-line” engines. A 
double magneto is also designed for use on radial engines. 
This magneto is basically the same design as the double 
magneto used on “in-line’’ engines except that two com- 
pensated cams afe added on some installations. 

c. A base-mounted magneto is attached to a bracket on 
the engine by means of cap screws which pass through the 
bracket and into tapped holes in the base of the magneto 
(hg. 186). <A flange-mounted magneto is attached to 


the engine by means of a flange on the magneto (fg. 
187). 


The holes in the flange are slots which permit a 
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tataway crew of Bort mo renee 


slight adjustment, by rotation, in timing the magneto 
with the engine, The single-type magneto may be cither 
base or flange mounted; the double-type magneto is al- 
ways fangee mounted, 

d. The various types and models of standard aircraft 
magnetos are designated by letters and numbers which 
describe the magneto as follows: 

Place tn 


ibe delienaiion Sambal Derwerpiion 


FST escssscrnecoeneh HiHineoingle type 
DY oo OUbe Hype 
Second —.......B Kase mounted 
ss aimee —..— linge mounted 
Third .......~., 12, 14, ete...Number of distributor 
electrodes 
Fourth R .. Clockwise rotation 
(from drive-shaft 
iene } 
ee Seine Counterclockwise rota- 


tion ffrom drive- 
shaft end) 
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Place im Example: The type DFISRN (fg. 188) is a double. 


type designation Symbol Deicripiton type magneto, flange mounted for use on an 18-cylinder 
Fifth more tia copeceenetieaens sromnn Electric engine. It is design ack Fish heel igtan cotatiens aiud ox wade 
r Teles Appliance by Scintilla. An additional number or letter in the type 
A gee __..Bosch designation such as Ia following a dash, denotes that 
© cues sim Bemy (Bosch = some change or new feature has been incorporated in the 
esi 
asa EedisoetSplitdort — 





—COIL ASSEMBLY 
MOUNTING FLANGE 








eciee eeeres st aes ie.) POINTS 


a 





CG) cutaway VIEW. 


METAS TOR 
HEAD 








iz ESNITION SWITCH 
(2) WIRING DIAGRAM 


Figare 185, Dow blestype MEpere cotaay and wirirg diagram. 
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82. INTERNAL TIMING OF MAGNETOS, The man- 
ufacturer determines, for each model of magneto, how 
many degrees beyond the neutral position a pole of the 
rotor magnet should be in order to result in the strongest 
spark at the instant of breaker-point scparatian This 
angular displacement from the neutral postion, known 
as the E-gap angle, varies from 5 to 17 degrees depending 
the model, The rotating magnet will be in the 
Baap eee as many times per revolution as there are 
A step is cut on the end of the breaker cam for 

fobeene! timing of the magneto. When a straight-edge, 
laid across the step, commcides with the tuming marks on 
the rim of the breaker housing, the magnet rotor is then 
in the E-gap position and the breaker contact points 
should be just opening (fg. 189). In a compensated 





Figure (87, Mownting a fange-tipe mageeto 
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Figure 190. The Abbott synchronizer and its circuit, 








Figure 191, Loosening a lock screw. 


cam, the cam may be put on in such a way that the step 
ofr timing marks will not mean E-gap position. An ap- 
proved timing light or synchronizer 1s used to determine 
when the points have opened. An approved synchronizer 
and its circuit is shown in figure 190. When the points 
close, most of the current will flow through the points 
and not through the transformers; therefore, the light 
will not burn, When the points break the circuit, current 
flows through the transformer and the light will burn. 
The two magnetos are synchronized by this device. In 
adjusting the points, the technical order for each type of 
magneto should be consulted. In one common type of 
magneto, the points are adjusted by loosening two lock 
screws (fig. 191) and turning a third (eccentric screw) 
which raises and lowers the contact-pount bracket. On 
all double magnetos, particular care should be taken to 
get the distributor finger in line with the correct seg- 
ment, A finger not in line at the time of firing will 
increase the possibility of a “flash-over” in the distributor, 


83, IGNITION BOOSTERS. a. A booster coil is a 
small induction coil (fg. 192), The booster coil has 
three terminals which, in figure 193 are marked G, B 
and HV. Terminal G is grounded while B is connected 
through the starter switch to the distribution bus for 
batter t. The 8 terminal connection may be 
routed through the magneto safety ignition switch, then 
the booster coil will remain inoperative, even if the 
starter switch is closed, until the magneto switch is placed 
in the “on™ position. The terminal HV’ is connected to 
the trailing finger of one magneto distributor rotor. 
Later type coils for use on airplanes having one-wire 
electrical systems do not incorporate a “G" terminal. 
When battery voltage is applied to the coil, magnetism 
develops in the core until the magnetic force on the 
soft-iron armature, mounted on the vibrator, overcomes 
the spring tension and attracts the armature toward the 


core. This of the contact points and the primary 
circuit which Soniations the core and allows the spring 
to reclose the contact points and complete the circuit. 
The armature vibrates rapidly, breaking and making the 
primary circuit as long as the battery voltage is applied 
to the booster coil. The booster coil generates high 
voltage by the same process as the ignition coil, This 
process is described in detail in paragraph 64. 

b. The induction-vibrator starting coil is a source of 
interrupted /ow voltage for the magneto primary coil 
which induces a high voltage in the secondary for starting. 
This use of the vibrator eliminates the present booster 
coil and its high-tenson leads and conduit. The advan- 
tage of the vibrator is that the magneto, without the 
booster finger, is less liable to “flash-over” af high 
altitudes (fg. 194). 

(1) Operation, The vibrator supplies an interrupted 
battery current through the primary winding of the regu- 
lar magneto coil, This coil then acts like a battery 
ignition coil, producing high-tension impulses which are 
Tutributed through the distributor rotor, distributor 
block, and cables to the spark plugs. This action occurs 
during the entire period that the magneto contact points 
are open, While these points are closed, mo spark can 
be generated, although the vibrator continues to send 
interrupted current impulses through the magneto con- 
tact points with no harm to itself or any other part of 
the system 

(2) When the engine ignition switch is in the “on” 

sition and the starter is engaged, the current from the 

ttery is sent through the coil of the relay, causing the 
telay points to close (fg. 195). The closing of the 
relay points completes the circuit to the vibrator coil, and 
the vibrator produces a rapidly interrupted current, ‘This 
current is sent through the primary winding of the mag- 
neto coil, High voltage is created in the secondary wind- 
ing of the magneto coil by induction, This produces 
high-tension sparks, When the magneto contact points 
are opene d. the sparks are delivered to the spark plugs 
through the magneto distributor-block electrodes. This 
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action is repeated cach time the magneto contact points 
are separated, sending the interrupted current again 
through the primary of the magneto coil, where the action 
outlined occurs again, This action continues until the 


ar 


a a 


engine is firing under the regular magneto spark and the 
engaging Marter is released. 

c. The vibrator automatically starts to function when 
the switth m in the “on” position and the starter is en- 
caged. It ceases to function when the starter is dis- 
engaged. Hence, no special operating instructions are 


necessary, 


84. BATTERY IGNITION. In the type of electrical ig- 
nition referred to as battery ignition, an ignition coil, 
energized by a battery or generator, is employed as the 
source of lugh voltage, ‘The other elements in the sy 
are identical to those of the magneto ignition system 
except for the omission of a booster, which is not required 
since the system does not depend upon rotational 

of the magneto. <A fepres ive 

system is shown in figure 196. The ignition cot 
not possess 4 mechanical vibrator. n, with 
flat surtares, is geared to the engine shaft. A cam 
lower opens a pair of contact points and breaks the 
primary circuit each time a spa is required. Either 
manual of automatic control of the breaker mechanism 
may be provided for advancing or retarding the spark, 
Since the voltage which is applied to the primary by the 
battery alw tae the same direction, the polarity of the 
lugh-voltage impulses is always the same. This is in 
marked contrast to the output of a magneto; the hi 
voltage impulses off a magneto 2 in directs 
However, the heat of the spark created in the p be- 
tween the »park-plug electrodes to ignite the fo i 
independent of the polarity of the high voltage. 


85. IGNITION SWITCHES. oa. Control of ignition 
units, separately and in all necessary combinations, is 
provided af ane point in the cockpit by the ignition 
switch. The oe control switch for a magento fune- 
tions oppositely from a switch which controls a er 

operated ignition unit, When a battery ignition unit is 
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Figere 196. Diagram of battery igaition system, 
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G@ iNTERNAL SWITCH POSITIONS (REAR viEW) 


Figare I97, 


inoperative, the control switch is open. When the con- 
trol switch is closed, the circuit is completed and the 
ignition unit is operative. The control switch for a mag- 
neto is connected in parallel with the breaker points, In 
the “off position, the switch is closed, thereby short- 
circuiting the breaker points. Thus, the magneto is in- 
operative because no interruptions of primary current 
occur even though the breaker points are successively 
opened and closed. When the control switch is in the 
“on” position the switch is open; the magneto is then 
operative because the primary current is interrupted by 
the action of the breaker point. 
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b. A switch used in connection with a single-engine 
ignition system will control the two magnetos and the 
battery circuit, One type of single-engine ignition 
switch (A-8) has four positions—‘off,” “left,” “right,” 
and “both” (fig. 197}. With this switch in the “off” 
position, both the magnetos are grounded and the battery 
circuit open. In the “left” position, only the left magneto 
is operative and the battery circuit is open. In the ‘right™ 
position only the right magneto is operative. In the 
‘both” position both magnetos are operative and the 
battery circuit is completed. Another type of single- 
engine ignition switch (A-9) has five positions— “off,” 


LINIVERSITY OF CALIFORNIA 


“battery,” “left,” “right,” and “both” (fig. 198). ‘This 
switch is simular in at nce to the other s i 
ignition switch. Its circuit, however, can be com- 
individually and it remains “on™ when the switch 

is in the “left,” “right,” and “both” positions. 

¢. The twin-engine magneto ignition switch (fig. 199 
provides indapendets control of each ae see 
engine. In addition, it includes an emergency safety 
switch which, in the “off” position, grounds all magneto 
primaries and opens the battery circuit leading to the bat- 
tery relay, The switch must be placed in the ‘on’ posi- 
tion before the engines can be started. The terminal con- 
nections at the rear of the switch are shown in figure 200. 

d. The basic functioning of the A-2A-10 twin-engine 
ignition switch is the same for the other types of twin- 
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Figure 198. Simgle-cogine magneto igeition switch A-9. 
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engine ignition switches. However, this switch, which 
is disappearing from use, operates in a slightly different 
manner, The A-2A-10 emergency safety switch is of 
the push-pull type instead of the toggle type utilized in 
other models. In addition, the individual magneto switch 
levers both move in a clockwise direction from “off’ to 
“both” positions instead of moving in opposite directions 
as 10 the case af other twin-engine switches 


86. IGNITION-SYSTEM WIRING. o. Low-tension 
wiring. The low-tenwon wiring used on a magneto 
Const of o ungle Conductor from the primary cou ta 
the ignition switch, This wire is always shielded and ts 
taken through the hre wall with a connector plug. The 
connector plug is often of a special design which auto- 
matically grounds the magnetos when the plug is dis- 
connected 
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b. High-tension cable. The high-tension wire is 
always placed in a special conduit arrangement called the 
ignition harness. This harness, which consists of both 

exible and rigid conduits, is so designed that its shielded 
portion fastens directly to the magneto shield and also 
to the shielded portion of the spark plug. The new type 
cable used in the high-tension system nes a con- 
ductor made up of several strands of small wire, a layer: 
of rubber, a glass braid covering, and a neoprene sheath. 
It is used in three sizes: 5-mm, 7-mm, and 9-mm, The 
5-mm size is used for spark-plug leads on engines of all 
series while the 7-mm and 9-mmi sizes are used for mag- 
neto-to-distributor leads on some series. It will be noted 
that high-tension cable differs from low-tension cable in 
that the former incorporates a conductor of small cross 
section and insulation of comparatively large cross sec- 
tional area, while comparable low-tension cable has a 
large diameter conductor and a thin sheath of insulation. 
Current-carrying capacity is of primary importance in 
low-tension cable, whereas, diclectric strength is of 
primary importance in high-tension cable. 


87. SPARK PLUGS. a. General. (1) The spark 
plug is that part of the ignition system which converts 
the high voltage electrical energy produced by a magneto 
or similar device into the heat energy required to ignite 
the combustible mixture in the cylinder. It is composed 
essentially of a high-tension conductor serving to intro- 
duce the electrical energy into the combustion space and 
a gap across which a spark will jamp when the electrical 
pressure (voltage) is sufficient to break down the resis- 
tance of the gases in the gap space. 

(2) Because of its simplicity of design and the com- 

rative monotony of its maintenance procedure when 
figs numbers of units are involved, some personnel feel 
that a spark plug is unimportant and tend to grow care- 
less in the performance of spark-plug servicing and re- 
conditioning. It is true that present types of aircraft 
plugs are simple in design, fairly rugged, and, in some 
Organizations, are monotonous to work on because of the 
procedure followed, However, there is no item of equip- 
ment on an aitplane which is more vital to its proper 
operation and continued flight than its spark plugs 
When it is considered that improper maintenance of a 
small number of spark plugs can result in the loss of 
several men's lives and an airplane costing many 
thousands of dollars, it is seen that only experienced 
maintenance personnel should handle spark plugs and 






Figure 201. Ceramic afrcraft spark plugs. 
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Figare 202. Cross-section of ceramic spark plug. 


that spark plugs must. be afforded the same painstaking 
care which is given to other more intricate parts of the 
airplane. 

b. Structural features, The general type of spark 
plug most universally used for high-output aircraft 
engines (fig. 201) has ceramic insulation and consists of 
three main parts: the core assembly, the shell, and the 
shielding barrel (fg. 201). 

(1) The center electrode is a continuous metallic lead, 
as shown in figure 202, conducting the high voltage from 
the contact cap at its upper end to the high-tension elec- 
trode of the spark gap which forms its lower end. The 
upper cap is contacted by a spring conductor which is 
part of the ignition-harness spark-plug terminal. The 
center electrode is insulated from the adjacent grounded 
metallic part, that is the shell, by a ceramic core insulator. 
Cement or other high-tempetature pressure-sealing ma- 
terial is used to maintain a gas-tight seal between the 
center electrode and its insulator, 

(2) The shell and radio shielding barrel form the 
external portion of the spark plug and complete the 
ground circuit for both the ignition system and the radio 
shield. These may be constructed in two pieces or 
machined as a single piece. Im any case ceramic spark 
plugs are considered as one piece and must not be dis 
assembled, as pressure tightness on the 2-ptece type of 
spark plug depends upon the application of the correct 
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tension during assembly, The shell is externally threaded 
to screw into the cylinder head and has an hexagonal 

tion for 25 a of the spark-plug wrench. The 
ower end of the shell carries the grounded electrodes 
of the spark gap, The shielding barrel is a steel sleeve 
threaded at its upper end to provide continuity with the 
ignition-harness shielding. Internally, the barrel is fitted 
with an insulating sleeve of mica or ceramic material to 
provide electrical separation between the center contact 
and the grounded barrel. A seal composed of gaskets 
or cement is provided between the shell and the core 
insulator, 

(3) Unshielded spark plugs, figure 203, are used on 
engines installed in airplanes which are not equippe 
with fadio, Such engines are low-output types used in 
training. The unshielded spark plug is similar to the 
shielded type except that it lacks a barrel and has a snap- 
on type of connection. 

(4) The threaded portion of the shell has been 
standardized to two lengths, designated long and short 
reach, and two diameters, 18-mm and 14-mm. Gen- 
erally, long-reach spark plugs are used in high-output 
engines, 


c. Operoting characteristics. © The operating char- 
acteristics of a spark plug are determined by its Sian 
the characteristics of the engine in which it is installed, 
and the type of engine operation im upon it. 

(1) The temperature that the portion of the core 
insulator pepnead ts the hot combustion gases will assume 
in a given engine is an important characteristic of a spark 
plug. The operatin 
plug design. It is determined by the resistance of the 
internal heat-exchange path in the spark plug. This 

ath is generally from the core insulator tip to the lower 
internal-gasket seat, through the gasket to the spark- 
plug shell, and into the cylinder-head material through 
the external gasket. The longer this heat path, that is, 
the greater its resistance to heat flow, the higher will be 
the operating temperature of the spark plug. A satis- 
factory spark plug for a given engine is one whose op- 








Figare 203. Unibielded ceramic spark plugs. 


temperature is inherent in spark. - 


erating temperature is not so cold that it will oil-foul 
when the engine is idling mor so hot that it will cause 
pre-ignition at maximum engine output. 

(2) Aircraft ic aan plugs formerly used incorporated 
mica insulation, h in the firing chamber and in the 
shielding barrel. This material was subject to moisture 
and lead absorption and, therefore, was not entirel 
satisfactory for spark-plug insulation. Aircraft pak 

lugs now in use incorporate ceramic insulation which 
is not subject to lead or moisture absorption and which 
has a much greater resistance to high temperatures than 
porcelain material used in automotive spark plugs. In 
addition, ceramic material is more adaptable to mass- 
production methods than is mica material. 

(3) Operation of a sp: lug (sparking) 15 ac- 
companied by removal of metal from both the ground 
and center electrodes (gap erosion). The effect of such 
erosion is to increase progressively the spark-gap width 
and consequently the voltage required to force a spark 
across the gap. Too wide a gap will result in misfiring, 
rough engine operation, and perhaps even detonation. 
Periodic a spark plugs is necessary to reset the 
gaps to within the allowable limits, This is particularly 
true on airplanes which operate at high altitudes. The 
insulating efficiency of the less dense air at these altitudes 
is considerably reduced and the consequent electrical 
leakage may so reduce the voltage available at the gap 
that sparking will not occur when the gap width is above 
the designated limits. Latest design ceramic spark plugs 
incorporate a resistor in the center electrode, This has 
the effect of reducing gap erosion because the added 
resistance in the high-tension circuit reduces current flow 
at the instant of gap breakdown (sparking). 


88. MAINTENANCE. a. Magnetos. (1) Check the 
breaker assembly by removing the breaker cover and 
inspecting for general cleanliness, damaged or worn cam 
follower, and proper felt lubrication. If major defects 
are found replace the breaker assembly, In the pivotless- 
type breaker, cam-follower wear is indicated by a small 
depression where the cam follower lifts against the end 
of the main spring. The clearance between the cam 
follower and the main spring is checked with the breaker 
assembly removed, Felt lubrication is satisfactory if oil 
appears on the surface when the felt is squeezed with the 
ngers. If the felt is dry and requires lubrication, do 
not apply too much oil for the excess oil may be thrown 
onto the contact points during Spe this will cause 
the points to burn and pit. Oil must not show on the 
surface of the felt except when the felt is squeezed. 

(2) Check the main breaker spring for proper tension 
with an appropriate spring-tension gauge. 

(3) With the breaker assembly installed, check for 
worm or loose cams and cam bearings by turning the 
engine crankshaft and measuring the opening of the con- 
tact points for each lobe of the breaker cam. 

(4) When checking the condition of the contact 
points of the pivotless-type breaker, do mot raise the 
main breaker spring beyond one-sixteenth of an inch 
(clearance between the contacts). A further separation 
may weaken the spring and result in faulty operation 
If contact points are excessively burned or pitted, they 
should be replaced (see applicable Technical Order). 
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(5) Check the internal timing of the breaker contact 
points, With the pivotless-type breaker points, use a 
timing light or a thin strip of shim stock. Do not use 
cellophane or cigarette paper because of the danger of 
leaving a tiny piece between the points, As the crank- 
shaft is turned, the light will indicate point opening or 
the shim stock will become free when the straight edge 
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Figare 204. Checking the timing of the Greaker contact points, 


is lined up with the timing marks (fig. 204), Permissible 
service tolerances (maximum distances which may be 
permitted between the straight edge and the timing mark 
on the mm of the breaker housing) are given in the 
Technical Order for the particular type of magneto. If 
the adjustment is not satisfactory, the lock screws A 
(fg. 189) are loosened, the eccentric pin B (fig. 189) 
rotated until the proper adjustment is obtained and then 
screws A (fig, 189) are retightened, The adjustment is 
rechecked, When checking the contact-point clearance 
on the fever-type breaker, rotate the engine crankshaft 
until the lever rests upon the peak of any lobe of the 
eam and adjust the contact-point clearance in accordance 
with the applicable Technical Order. 

(6) Check the distributor head and distributor hnager 
for cracks and results of electrode arcing. Check the 
distributor finger for security of mounting. Check dis- 
tributor block and rotor for cleanhiness, If carbon dust 
or oily finger prints are found on the distributor block 
they should be removed. If the distributor is dirty, clean 
with acetone and a stiffiy-bristled brush, Check for stick- 
ing or broken brushes. Determine that proper ventila- 
tion is being obtained by checking lines andor vent 
screens for cleanliness. 

(7) Magneto ball bearings and gears do not require 
lubrication between overhaul periods, 

(8) Check security of magneto mounting. 

(9) The magnetos are individually checked while the 
engine is operating at cruising manifold pressure. Op- 
erate the engine on ove of the magnetos for 15 seconds 
and observe the tachometer to see that the decrease im 
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a, 


r.p.m. docs not exceed the amount specified in the Tech- 
nical Order. The switch should be turned back to the 
“both” position to allow the engine to operate normally 
before the other magneto is checked. Magnetos which 
nit an excessive loss of r.p.m. should be replaced 
after definitely determining that the magneto is the cause 
of the r.p.m. loss, ™ cn 
(10) en it becomes necessary, ing magneto 
maintenance, to disconnect the aris eit lead, be 
sure this lead is grounded. When the primary ground 
lead is open the magneto is in the “on'” position, 
b. Spark plugs. (1) Check the terminal connec- 
tion of unshielded . plugs for condition and security. 
(2) Check the barrel core nut (of mica-insulated 
plugs only) for tightness and if it is loose, remove the 
plug for tightening; special tools are used for the tight- 


fie Dag ey After tightening, the ep clearance is 
er soe ee , check “ reads of = 
5 lug for evidence of damage apply speci 
Iphricank to the threads of the base. PPlY see 
(3) Check the shielded spark-plug elbow terminal 
and shielding nuts for condition and security. A snag 
but not-too-tight fit ir destrable, 
(4) Check shielded-type sparkplug terminal for 
mechanical or insulation failure and for accumulation of 
(3) When spark plugs are removed from an engme, 
they should be set out in a row for Be sure 
to identify each plug with the cylinder from which it 
was taken. Betore installation, visually inspect the 
ceramic core and shielding-barrel insulator for cracks and 
check gap clearance for proper tolerance in accordance 


with the applicable Technical Order. 
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Figare 203. Do mot tighten plugs excessively, 
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(a) If the plug is clean and the metal parts show 
sign of overheating, the cylinder has been running “hot.” 
This indicates pre-ignition, detonation, or inadequate 
cooling. 

(4) If the plug is generally clean but is wet with 
gasoline or covered with a film of fresh oil, no conclusion 
should be drawn on this basis alone; the appearance of 
the plug may have been caused by conditions which were 
Present at the moment the engine was stopped. 

(¢) Caked carbon on a spark plug is evidence of ex- 
cessive oil consumption or that the plug has not been 
firing because of magneto failure, terminal*wire defects, 
or a failure of plug to clean-up after starting. 

(4) A thin layer of black soot on the nose of an 
insulator which otherwise apes free from deposits 
may be an indication that the plug has not been operating 
hot enough. If this condition exists, check in Technical 
Orders for approved plug for that engine. The plug 
may have to be changed. 

(G) Use proper tools when removing or ae 


ee plugs. Install new gaskets where necessary 
o not tighten the plugs excessively into the cylinder 
bosses (fig. 205). is is very important. The use of 


an excessive installation torque will result in stretching 
of the spark-plug shell with resultant loss of the gas- 
tight seal, This, in turn, will allow gas leakage and 
high-tension failure and, in more severe cases, complete 
loss of internal parts. 

¢. Ignition switch. (1) Check the switch mount- 
ing, terminal connections, plugs, and leads for security 
and condition, 

(2) With the engine running at approximately one- 
third throttle, turn the ignition switch, momentarily, to 
the “off” position; if the engine does not entirely cease 
hiring, a defective switch and/or connection are indicated, 


During the test, the engine must not be excessively hot. 
The period when the switch is in the “off position must 
be brief to insure that an excessive charge of fuel does 
not accumulate in the cylinder or that the spark plugs do 
not become fouled with oil. If the engine foes not cease 
fring when the switch is placed in the “off” position, 
the engine can be stopped by cutting off the fuel. After 
the engine has stopped, do not rotate the propeller until 
the cause of the trouble has been found and corrected, 

d. Ignition boosters. If a battery-operated ignition 
booster is installed, check the contact poits for candi- 
tion, Dirty or pitted points may be resurfaced with an 
oilstone and then washed with carbon tetrachloride. If 
no vibrating sound can be heard when the switch is 
closed, check the battery circuit at the switch and coil 
terminal. This trouble, provided the battery circuit is 
complete to the coil, probably results from detective con- 
tact points or bie primary winding; if the latter, is true, 
the booster will be replaced. If the vibrating sound can 
be heard when the switch 1s closed and the booster does 
not furnish secondary voltage, the probable trouble is a 
defective secondary winding and replacement of the 
booster is required. 

@. Ignition cable. (1) Check ignition manifold, 
for cracks, dents, moisture, anchorage, and lead connec- 
tions. Check spark-plugs leads for broken or worn con- 
duit, and securing of lead attachments to spark plugs. 
Check spark-plug lead terminals for contact, broken 
springs and ceramic insulation, also for security of at- 
tachment to lead cable. ; 

(2) Trouble in the ignition cables is usually the result 
of rough handling of spark-plug leads, vibration, or 
loose cable clamps. Sometimes excessive engine heat 
and adverse weather conditions cause trouble within the 
ignition manifold, 
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SECTION XI 


MOTOR SYSTEMS 





89. GENERAL. Electric motors on an pene produce 
mechanical motion from electrical power tor the opera- 
tion of a great number of units. Some of the units 
operated by electrical motors are the starter, landing-gear 
mechanism, trim tabs, retractable landing lights, electrical 
variable-pitch propeller, fuel pump, engine-cowling flaps, 
de-icing equipment, dynamotor, inverter, turret, wing- 
flap mechanism, heaters, propeller governors, bamb-bay 
doors, hydraulic pumps, automatic pilot, ete. 


90. DIRECT-CURRENT MOTOR CONSTRUCTION. 
a. The direct-current motor is constructed in much the 
same way as the d-c generator. However, the windings 
are usually heavier, pecan? the field windings of a 
series motor. Usually the motor is not built as heavy 
as the génerator since it is used for shorter periods. 
Figure 206 compares a motor to a generator. An ex- 
ample of a motor being used for a short period of time 
is the starter motor. It is used for less than a minute 
to energize the starter, 

b, The following parts of a d-c motor are similar to 
those of a d-c generator (fig. 207). 
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(1) The armatwre is the rotating part of the motor. 
The parts of the armature are the shaft, commutator, 
core, and armature windings. 
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Frgere 206. Divect-carrent generator and motor. 


Figure 207. Parts of a dec motor (Eciipie starter motor). 
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BRUSH 
SPRINGS 


(2) The field assembly is mounted in the frame 
along the inner wall of the housing. The held assembly 
is made up of the pole pieces and field windings. 

(3) The brash assembly consists of the brushes and 
brush bolders and is usually built into one of the end 

lates which forms the support for one of the bearings. 
The brushes ride on the commutator and serve to con- 
duct er to the commutator and through it to the 
armature windings. 

(4) The end frame opposite the commutator is usually 
designed to fit the gear box of the unit it is driving. 
The drive-end bearing is also located in this end frame 
(fig. 208). Im some special cases the end frame is 
machined as a part of the unit the motor drives. When 
this is done the bearing on the drive end may be located 
in any one of a number of places. 


91. TYPES OF MOTORS. a. General, There are 
fundamentally two types of d-c motors: the shunt-feld 
motor and the seri¢es-field motos, In some special in- 
stallations a compound motor is used, 





Figure 208. Jack aad Heats ikirier motor, 


b. Shuni-Seld motor. The shunt-lreld motor has a 
high-resistance field connected across the armature, The 
speed of a shunt motor can be varied with a rheostat 
placed in series with the held (fig. 209), The speed of 
the motor will vary inversely with the applied held cur- 
rent, that is, an increase of held current will slow down 
the motor, The shunt motor has the characteristic of 
maintaining a constant speed under load. The shunt 
motor has a very low starting torque, which eliminates 
it from some applications on the airplane; however, it is 
used on pumps, inverters, in the amplydyne circuit for 
turrets, etc. 

c. Serles-fleld motors. The series motor has a 
few turns of low resistance wire for the field which is 
connected in series with the armature (figure 210). The 
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has wide use on modem airplanes Several variations 
of the seties motor are used but they all have the same 
penetra! characteristics 
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(1) Split-field motors ate used where the two direc- 
tions of rotation of the motor are required, The split 
field is actually two field windings wound in opposite 
directions on the same pole pieces or two separate’ fields 
wound on alternate pole pieces as shown in fgures 211 
and 212. 

(2) The D.P.D.T. switch is a means of changing 
the direction of current How in either the armature or 
field. Figure 213 illustrates the reversing of the current 
through the field with the armature current remaining 
unchanged in direction, 
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92. MOTOR CIRCUITS. a. Electrical retraction of 
landing gear. One type of landing-gear retracting 
motor with its circuit is shown on figure 214. A train 
of gears is employed to reduce the speed and increase the 
to A torque-overload release clutch is built into the 
device as a safety factor. Limiting switches, mechanically 
operated by the landing gear, open the circuit to the 
solenoid switches and thus prevent over-travel of the 
landing gear or damage to the motor. A magnetic en- 
gaging clutch may also be incorporated in the system to 
engage the motor with the retracting mechanism only 
when the motor is energized. In the event of failure of 
the electrical system, the ps may operate the retracting 
mechanisnt manually without the dead load of the gear 
train and motor. 

b. Electrical propeller. An electrical controllable- 

fee peopel is used extensively with pursuit airplanes, 
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a train of gears to a gear which is connected to the 
propeller blades (fig. 215). The pitch is increased and 
decreased by driving the motor in the required direction. 
The direction of motor rotation depends upon the feld 
used. The complete electrical system is shown in figure 
216. 


¢. Cowling-flap motors. The flap-motor assembly 
is a remote means of opening and closing the cowl flaps 
which govern the flow of cooling air over the engine in 
radial-engine installations. The electrical circuit is shown 
in hgure 217. 
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Power wait of a Curtiss electric propeller. 


Figure 213, 


d. Anti-icer pump motor, A small series motor 
is used to drive anti-icer s which furnish the pro- 
pellers with anti-icer fluid. The amount of fluid fur- 
nished is controlled by a small rheostat which varies the 
speed of the motor, The electrical circuit is shown in 
figure 218. 


e. Hydroulic-booster motor, The hydraulic boos- 
ter-pump motor and its circuit are shown in figure 21%, 


f. Fuel booster-pump motor. The fwel booster- + 
pump motor circuit is a simple circuit requiring only a 
switch and fuse as controlling devices (fig. 220). 


93. TROUBLE SHOOTING. a. General. In trouble 
shooting on the different motor systems several general 
troubles are common to motors and their systems. 


(1) Chattering relay switch, The chattering of a re- 
lay switch controlling the motor is usually caused by a 
low battery. The open-circuit voltage of the battery is 
sufficient to close the relay, but with the heavy current 
draw of the motor, the voltage drops below the “hold- 


voltage on the relay. This eae the relay to open. 
When the relay opens the voltage of the battery will 
again increase enough to close the relay. Chattering is 
very harmful to the relay switch as the heavy current will 
cause an arc which will burn up the contacts. - 


(2) Nov-operatron. Non-operation of the unit, 
where the fuse is not blown, is usually caused by an open 
circuit, The open in the circuit can be traced with a volt- 
meter (switch on} as shown in figure 221. Start from 
the power source; whenever a zero reading is observed’ 
on the meter, the open is between that point and the last 
point where a voltage was indicated. 


(3) Ground or short (blown replacement fase). 
With fuse out, disconnect bead at motor and check back 
for grounds using an ohmmeter. Disconnnect each lead 
so as to isolate the trouble in one lead or unit (fig. 222). 
Where the ground is in the connector plug, the plug 
shell must be checked by holding one terminal on the 
shell. 


b. Motor trouble shooting. Whenever the motor 
has been definitely proved to be at fault by a voltage 
check at the terminals, remove the unit and disassemble. 
(Consult Technical Orders covering the individual unit.) 


(1) Check armature for binding; armature may be 
locked by gear train, etc. 


(2) Check field and brush assembly for opens or 
grounds, 


(3) Check armature visually for condition. 


(4) Check armature for ground with ohmmeter or 
continuity light between commutator and shaft. 


(3) Check armature for short and open on growler. 


(6) Note condition of commutator and brushes. 


94. MOTOR-SYSTEMS MAINTENANCE. a. Check 
all wiring, connections, terminals, fuses, and switches for 
general condition and security. 


b. Check relay switches and clean points in accord- 
ance with the Technical Order covering the unit. 


¢. Keep motors clean and mounting bolts tight. 


d. Check brush lengths and spring tension. Brushes 
and springs should be replaced when necessary in accord- 
ance with Technical Order covering the individual motor. 


@. See that new brushes are eee ees and com- 
mutator cleaned with 000 or finer sandpaper. 


f. Lubricate, if called for by Technical Orders cover- 
ing the unit. Motors which are used on aircraft usually 
require no lubrication, 


g. Adjust and lubricate the pear box or unit which the 
motor drives in accordance with the Technical Order 
covering the individual unit. 

h. Check all other parts that may be listed for check- 
ing in applicable Technical Order. 
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Figure 217. 
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SECTION XIl 


STARTING SYSTEMS 





95. GENERAL, In early type aircraft, engines were 
small and could be ‘eared by manually turning the pro- 
peller. With the development of more powerful engines, 
special starting systems were devised. No single type of 
starter will serve for all types of engines. Brief descrip- 
tions of cranking systems, including those which are not 
electrical, are listed in this section. Table III, gives the 
characteristics of some aircraft starters used at present. 
In some cases the clutch setting of starters listed in Table 
[IT may be changed for adaption to engines with different 
cubic-inch displacement than that indicated. Applicable 
Technical Orders should be consulted for information 
relative to the interchangeability and clutch setting of 
starters, 


96. PRINCIPLES OF THE INERTIA STARTER. An ecn- 
gine of considerable power or one having extensive ac- 
cessory equipment imposes a heavy load upon the crank- 
ing mechanism. To obtain the necessary starting torque, 
the inertia starter is frequently used. The cranking 
ability of the inertia starter depends upon the amount of 
energy stored in a rapidly rotating flywheel, that Is, 
energy is stored slowly during the energizing process 
and then the energy is used, in a very short period of 
time, to crank the engine. Consequently, a great deal 
of power can be obtained from the rotating flywheel for 
a short period of time, This energy is sufficient to 
rotate the engine crankshaft (under ordinary conditions) 
three or four times at a speed of approximately 80 to 
100 r.p.m. If the engine uses magnetos for ignition, 
this speed may be less than its “coming-in speed” (the 
minimum crankshaft speed at which the magneto will 
function adequately) and therefore an ignition booster 
is usually installed on the engine and operates while the 
inertia starter is cranking the engine. There are two 
types of inertia starters; the hand-cranking-type, in which 
the flywheel is accelerated by hand only; and the com- 
bination hand-cranked and electric ‘ye, in which the 
flywheel is accelerated either by hand-crank of electric 
motor, During the energizing of an inertia starter, all 
movable parts within it, including the flywheel, are set 
in motion. 


97. HAND INERTIA STARTER. Figure 223 shows a 
hand inertia starter. A sectional view of this starter is 
shown in figure 224. When a hand crank is inserted in 
the crank socket and the crank rotated, the speed of all 
movable parts is gradually increased with each revolution 
of the crank. One revolution of the crank increases the 


speed of the flywheel 100 or more revolutions, depending 
upon the ss Pay Most of the energy used in cranking 


the starter is stored in a rapidly revolving Aywheel. A 
pull rod, figure 225, or a cable is used to mesh the starter 
jaw with the engine jaw after the requifed r.p.m. of the 
flywheel is reached by cranking. The energy stored in 
the flywheel is transmitted to the starter jaw through 
speed-reduction gears and a torque overload release, 
which consists of a multiple-disk clutch under spring 
pressure. The clutch prevents damage to the starter in 
case of an overload or engine kick-back. If, for any 
reason, the engine ,crankshaft cannot rotate, the clutch 
will slip until the flywheel comes to rest. The Eclipse 
clutch consist of one set of disks fastened to the shaft 
and another set (of a different kind of metal) fastened 
to the barrel. Springs are used to press the disks to- 





Figere 223. Topical band tmertia starter, 


gether and the retaining ring, which compresses these 
springs may be adjusted to set the value of the slipping 
torque. The normal operation of the clutch is to slip 
for an instant after the starter and engine jaws become 
meshed, but, while slipping, a torque is exerted on the 
crankshaft until the initial feststance of the ENnriIne 15 
overcome and the clutch is able to hold again. The 
specihed values of the break-away (maximum holding) 
and slipping torque of the clutch are in accordance with 
the size of the engine to be cranked. 


98. COMBINATION INERTIA STARTERS. a. The 
combination hand and electric inertia-type starter uses 1 
gear and clutch arrangement similar to that of the hard 
inertia starter. The starter shown in figure 226 is the 
hand-cranked to which an electric motor has been 
attached. The flywheel may be accelerated by either a 
hand crank or electric motor, When the starter is 
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flywheel. Whenever the motor rotates more slowly than 
the flywheel, the rollers become free and the motor is 
automatically disengaged. There is no need to wait for 

flywheel to come to a stop before re-energizing this 
electric motor. This starter is very effective when 
used as a combination electric inertia and direct cranking 
starter, When used in this way, the flywheel is energized, 
as in the inertia starter, and then the starter jaw is meshed 
with the engine jaw; at this moment, the motor is en- 
ergized again, as in a direct cranking starter, This adds 
the energy of the motor to the energy of the rotating fy- 
wheel. 


¢«. In other types of inertia starters, such as the type 
G-6, JH-5 and JH-10 series, the flywheel is mounted on 
the motor shaft (fig. 229). Thus, the inertia of the 
armature is added to that of the flywheel. In the early 
JH-5 and JH-10 series, the brushes of the electric motor 
are lifted from the commutator by spring action (fig. 
230) and caused to go down by solenoid action, On 
some models, the motor is turned off (by raising the 
brushes) when the starter jaw is engaged with the en- 
gine; while on others, the motor is permitted to remain 
running. Thus, by direct cranking action, the engine 
is rotated through several additional revolutions before 
the energy of the starter is exhausted. Later designs of 
this brush-lifting starter (JH-5E and JH-5F) use four 
brushes. These brushes are lifted manually for hand 
cranking, as a flywheel is connected directly to the motor 
armature. In order to lift the brushes, the hand energiz- 
ing lever must first be pulled as in the hand meshing 
of the starter. On completion of the hand energizing, 
the starter may be engaged to the engine by again pull- 
ing the hati ioechine lever. To operate f starter 
electrically, after it has been used as a hand inertia 
the meshing solenoid must first be energized 

to lower the brushes onto the commutator, On a similar 


type starter of another make (G-G) the brushes are 


FOR CRANK | 
;, EXTENSION ~ 
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lifted by moving a small knob on the motor end of the 
starter to the “off” position when the starter is to be 
hand energized. The knob must be returned manually 
to the “on” position before the starter can be energized 
electrically. Figure 229 (1) shows the “on” “olf” 
positions controlled by the knob. 


99. INERTIA-STARTER ELECTRIC MOTOR. Serics- 
wound 12- or 24-volt d-c motors are employed with elec- 
tric inertia starters. The constructional features of the 
motors are similar to those of the d-c penerator. The 
electrical resistance of the windings of the motor used 
in an inertia starter is very small so that the instant the 
starter switch is closed, the current draw is extremely 
high; this results in a erful starting torque. As the 
motor gains in § induced counter-electromotive 
force causes less current to flow, An inertia starter motor 
which draws approximately 350 amperes at starting will 
draw approximately 75 amperes at high speed; the value 
will depend upon the load. If the load is entirely 
re and if the internal friction of the motor is 
small, it will “race” and the armature may “burst” from 
centrifugal stresses. For this reason, it is not safe to 
test an inertia starter motor at full voltage unless there 
is a load upon it. 


100, INERTIA STARTER SWITCHES (STARTER RELAY 
AND ENGAGING SOLENOIDS). a. When the starter 
is located some distance from the cockpit, the inertia- 
starter motor is usually operated by means of a solenoid- 
actuated switch controlled from the cockpit. The starter 
relay (fig. 231) is usually mounted in a junction box 
near the starter. When the cockpit control switch is 
closed, a current of low amperage energizes the solenoid 
causing the solenoid plunger to advance and compress 
aspring. This action closes the relay contacts and com- 
pletes the battery circuit through the starter motor. 
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Figare 226. Cutaway efew of band and electric inertia starter type C-21. 
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of the starter is 


Wise 8s sgt Syetet see 


reached, the cockpit control switch is opened; the solenoid 
coil loses its magnetism; the spring returns the solenoid 
plunger to its original position, and the starter circuit is 


thus opened. 


b. When electrical control of the en t of the 


inertia starter is desired, a meshing solenoid is used, The 
a anism of the meshing solenoid is a to that of 

> starter relay that the plunger of the meshing 
solenoid is eased | to the ee jaw-engaging lever. 
A meshing solenoid is shown in figure 232. 

















c. A diagram of a typi 
ee ee 
is placed in the “both” position, battery voltage reaches 
is cockpit coatsol suite.” If the fetes ip pled in the 
“energize” position, the starter relay is thereby closed 
and the inertia starter begins to s When sufficient 
mee ae betes Seared ee pit control switch is 
laced in the “engage” position. This actuates the 
meshing solenoid and at the same time energizes a 
ster coil which supplies high voltage to the trailing 
ibutor finger of the right-hand magneto until the 


t 


When the ignition switch 


i 


eee 


+ 


energize both the meshing solenoid and starter relay at 
the same time. A conventional system for single- and 
multi-engine airplanes is shown in figure 234, 


101. DIRECT CRANKING STARTERS. a. General, 
Another type of starter is the electrical-cranking type. 
This starter, when energized electrically, provides instant 
and continual cranking. The starter consists basically 
Se en ey Nee Se 
engaging and disengaging mechanism which is operated 
through an edjosthle toque overload release chutch. 
The engine is cranked directly by the starter, There is 
no preliminary storing of energy as in the inertia type 
starter. 


b. Portable starters. With the increasing size of 
airplanes and the increasing number of engines used, 
much weight can be saved by having the starter gear box 
and a separate portable starter motor. When this method 
is used only one motor is needed for any number of 


engines, The gear box is mounted directly on the engine 
and a small flexible shaft connects the gear box to a small 
coupling at the cowling surface. The shaft of a portable 
electric motor is inserted into the coupling. The motor 
is connected directly and has a eet: of approximately 
3 to 4 thousand r.p.m. The electric motor can receive 
its power from the airplane battery or from a portable 
power supply through a suitable plug arrangement. To 
date, this design has been limited to direct cranking 
starters only. Also, no provision has been made to crank 
the engine manually. 


102. HAND-TURNING GEAR-TYPE STARTER. This 
type of starter may be used on low horsepower engines 
where a source of electrical power is not available. 


le ee 





} | G-6 


Figare 229. Types of inertia starters. 


Using a gear ratio of 6:1, an engine rated up to 250 
horsepower may thus be started by hand. The starter 
consists of a gear assembly which operates an automatic 
engaging and disengaging mechanism through an adjust- 
able torque overload release clutch. A ratchet is provided 
on the hand crankshaft to prevent the possible trans- 
mission of any reverse motion to the crank handle. 


103. PORTABLE FIELD STARTING SYSTEMS. The 
purpose of the various types of portable field starting 
units is to eliminate the manual labor required to operate 
hand starters and (with the electric starter) to minimize 
discharge of the aircraft battery, especially when starting 
the engine in cold weather. Two types of portable 
starting systems in common use are the portable battery 
cart and portable energizer. 


a. An effective method to supply power to the air- 
plane's electrical system externally is through the “ex- 
ternal power source” receptacle (hg. 235). The external 
power supply may be either a battery cart or a generator 
driven et a gasoline engine. Often the power source 
is a combination of a gasoline engine-driven penerator 
and a battery, The external source of power ts always 
equipped with a flexible cable and a plug which fits the 
receptacle on the airplane. 

b. The portable energizer consists of an electric motor 
which will operate either from an alternating- or direct- 
current 110-volt circuit. The electric motor is attached 
to a gear reduction unit which has some type of torque- 
limiting clutch for overload protection. The drive shaft 
of the portable energizer sticks out from the driving unit 
and engages with the crank socket of the engine starter. 
A trigger switch is used to control the electric motor of 
the energizer. Some energizers have a friction clutch 
similar to that used in the starter; however, the clutch 
is set with a slipping torque of approximately 70 foot- 
pues. In another type of energizer, a fluid clutch is 
ocated on the motor shaft; this clutch is of a design 
similar to that used in modern automobiles. In order to 
make the energizer usable for both right-hand and left- 
hand starters, a means of reversing the direction of the 
energizer is always provided; one method is to reverse 
the direction of the motor rotation; another method is 
to change the final drive shaft from one side of a gear 
assembly to the other, To use the energizer with an 
inertia starter, the drive shaft is inserted into the pro- 
truding starter crank socket. The drive shaft pin fits into 
the spiral slot of the starter socket and accelerates the 
starter flywheel. As soon as the desired cranking speed 
is attained, the trigger switch is released and the 
energizer removed from the starter socket thus allowing 
the ywheel to run free. The operator may then engage 
the inertia starter with the engine. The energizer should 
never be used to drive the starter when it is engaged to 
the engine, as this may cause serious damage to the 
energizer or injury to the operator. 

«. The portable electric power plant (fig. 236) consists 
of a generator driven by a gasoline engine, Although it 
may be used to energize various units of ground equip- 
ment which require 110-volt direct-current power, its 
principal use is to furnish power for the operation of the 
portable energizer. The speed of the unit is controlled 
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Figure 231. Solenoid switch. 
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by a governor. If it becomes mecessary to increase or 
decrease the grey this may be accomplished by varying 
the tension of the governor spring. voltage of the 
generator is controlled by a field resistor located in a 
terminal box into which the extension cord of the portable 


energizer is plugged. 


104. MAINTENANCE. oa. General, Starting equip- 
ment should be checked for security of mounting, tight- 
ness of bolts, and proper safetying. Check for breaks or 
cracks in housings and flanges. Equipment should be 
lubricated whenever necessary. 

b. Starter, (1) When installing a starter on the 
engine, first remove the cover which is placed over the 
starter jaw for shipment and storage, and match it with 
the engine jaw. Check the jaws for the same direction 
of rotation, the same number of teeth, and the same size. 
With the starter jaw engaging rod properly adjusted for 
correct travel, determine the clearance between the starter 
jaw and the. engine jaw, with the starter jaw in a retracted 






STARTER 
SOL EMO 


position, This clearance should be approximately 1,//16 
inch. (Check Technical Orders for exact measurements. ) 
This clearance can be adjusted by adding shins or gaskets 
between the starter flange and the mounting pad. 

(2) To check the operation of an inertia starter, hold 
the control switch in the “start’’ position for the time 
required to bring the fywheel up to speed and then move 
the switch to the “mesh” position, When the engine 
starts, release the switch which should return to its neutral 
position. If the engine fails to start and the starter jaw 
remains meshed with the engine jaw, it will be necessary 
to turn the propeller by hand (with magnetes off) part 
of a revolution in the direction of rotation to release the 
starter jaw before operating the starter again. 

(3) To check the free turning of gears, the Aywheel 
is energized and, without meshing to the engine, 15 
allowed to “run down.”” (Check with the Technical 


Order for the correct ‘‘free-coasting™ time. ) 
(4) Electric circuits should be examined for loose 
terminals. 
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Figere 234. Conventional single amd multi-engine starter Jyttems. 
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(3) If operating troubles are experienced with cither 
the —-> meshing solenoids, use proper test instru- 
ments to determine the cause, and, if necessary, replace 
faulty units. 

¢. Motor, Maintenance of a motor is concerned 
mainly with brushes and commutator. 

(1) Remove the motor brush strap and check for worn 
or binding brushes, Short brushes should be replaced. 
New brushes are seated with a fine grade of sandpaper 
(No, 000) inserted between the brush and commutator 
and pulled in the direction of rotation, Test brush 
springs for correct tension. 

(2) Dirty commutators and brushes are cleansed with 
a lint-free cloth moistened with carbon tetrachloride or 
undoped gasoline. 

(3) Commutators are smoothed in accordance with 
the Technical Order for the particular starter. If the 
commutator is badly scarred, replace the motor or the 
entire starter if the motor is not detachable, 

(4) Motor jaws should be checked to see that they 
do not bind on the shaft. 

(3) If the motor is to be tested with no load, use 
approximately half the voltage normally required. 
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(6) If the motor should fail to operate, check the 
electrical circuits before replacement of motor or starter. 





Figure 233, External power sowrce (batteries). 
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Figere 236. Portable power plant and ewergizer in use. | 


ELECTRONIC TUBES 





105. GENERAL. a. Electrical circuits are usually con- 
fined to closed metallic paths in which the current may 
flow. However, with the use of electronic tubes a current 
can be made to fow in a vacuum or gases. The electronic 
Sarat is sometimes called a vacuum tube, of a thermionic 
valve, 

b. The electronic tube was ori ey developed for 
radio work. Today, a great number of different types 
of tubes are in use in many different types of aircraft 
electrical ipment such as automatic pilot, turbo- 
supercharger regulator, radio transmitter and receivers, 
interphone system, etc. Figure 237 shows some typical 
vacuum tubes and eee 
the fundamentals of the electronic tube and a few simple 


106. FUNDAMENTALS OF THE ELECTRONIC TUBE. 
a, In any conductor the elements making up the con- 
ductor have a great number of free clectrons, When a 
curtent is lowing in the conductor, the electrons are said 
to be in motion and traveling in a definite general direc- 
tion, The electrons are also in motion whenever a metal 
is heated. When the temperature of the metal is high 
enough the electrons will increase their speed and actu- 


ally leave the surface of the metal, In the electronic 
tube, a heated filament is used to su the electrons 
(fig. 238). The filament is heated by ing electric 


current through it. Within limits, the hotter the filament 
increase the number of electrons given off, the filament 
or cathode is usually coated with chemical compounds. 
With just the hoe filament the electrons form in a cloud 
about the filament. This cloud is negatively charged 
because the electron is a unit of negative electricity. 
When this cloud of electrons (space charge) becomes 
dense enough, the electrons are forced back into the 
filament as fast as they leave it because the electron is 
repelled by a negative charge. 

b. In some tubes, especially those designed for a-c 
filament operation, a heated element is used instead of 
Dee ee eee This part of the tube 
is 


the cathode. It is usually cylindrical in shape. 


and incloses the heater which heats the cathode to a red 
— In this case the heater is insulated from the cath- 


me i ea pa a. Construction. If a plate 
supplied with a positive potential) is incorporated in 
the tubes, the electrons given off by the faiional will be 


attracted to the plate. This constitutes a current flow 
from the plate to the filament or cathode (fig. 240). The 
electrons, being we charges, are attracted only to 
@ positive object. never the plate is negative, the 
electrons will not be attracted to the plate and no current 
will flow in the circuit (fig. 241). 

b. Uses. The diode or 2-element tube is used prin- 
cipally as a rectifier. When one plate is used the tube 
is said to be a half-wave rectifier, ° fe re 242, When 
two plates are used the tube becomes a full-wave rectifier 


108. TRIODE TUBE. a. Construction. The triode 
tube uses, in addition to the plate and filament, a third 
element called the “grid,” which consists of a fine wire 
mesh or screen between the plate and filament. See 


b. The operations of the filament and plate are the 
same as in the diode tube. The pu rot the grid 
is to control the electron flow between the filament and 
the plate, See figures 245 and 246, As the voltage 
on the grid is made more positive (less negative) the 
plate current will increase. Conversely as the grid volt- 
age is made less positive (more negative), the plate 
current will decrease, The grid is usually negative with 
reference to the cathode. One method of making the 
grid negative is to use small battery connected in series 
with the grid cirewit. The operating characteristics of 
the triode tube can best be shown from a set of curves 
(fig. 247). The we voltage or bias on the grid 
fequited to reduce plate current to zero is called 
the cut-off voltage. The grid current is zero until the 
grid is made positive. However, for positive values of 
grid voltage a grid current will flow. This current is 
usually very small because the grid has a smaller area 
than the plate and the plate has a greater attraction for 
the electrons. 


c. The triode tube is manufactured in a great many 
different sizes and types for many uses. The most 
important use is as an amplifier tube, When the tube 
is used as an amplifier a small variation of grid voltage 
will produce a corresponding variation in plate current 
(fig. 248). The plate voltage is furnished by a high 
voltage battery or d-c power pack (B supply) through 
@ Series resistor or transformer primary (fig. 249). The 
variation of plate current will set up a varying voltage 
in the resistor or primary of the transformer, This volt- 
age will then be much greater than the voltage applied 
to i _To get the desired amplification, several 
tubes and their circuits are usually connected in series, 
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Figere 237. Typical vacoum tuber and vacunm-tube symbols, 
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Figure 239. Tube with athod. amd Aester replacing 
oP oe a filament. . ” Fignre 241, Electrons are mat attracted by a wegative plate. 
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Figure 24). Whew the grid iv at a zero potential, the electron 


Figere 244. Partt of a triode tube. wll flow from the filament to the plate 
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109. TETRIODE TUBE. a. Construction. oe 
ating characteristics of the triode can be imp by 
the addition of a fourth element—the screen grid. This 
grid is placed between the control grid and plate (fig. 
237 (@)). 

b. Operating characteristics. The tetriode or 
screen grid tube is used for the same p as the 
triode. It has a higher amplification factor and less 
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Figere 246, A grid sufficiently megative will beep all the 
électroms from reaching the plate. 


interference between the elements of the tube. The 
screen grid is map with a steady d-c voltage slightly 
lower’ than the plate voltage. The screen grid always 
draws a current. However, due to its small area and 
the stronger attraction of the plate for the electrons, this 
current is quite small. 


110. OTHER TYPES OF ELECTRONIC TUBES. a. 
The pentode tube has re Sey of the triodes and 
retriodes. It uses a fifth element known as the "‘sup- 
pressor grid” (fig, 237(3)). This grid is connected to 
the filament or cathode, The connection may be inside 
the tube or in the circuit. The purpose of this element 
is to prevent secondary emission of the plate and further 
increases the shielding effect of the screen grid in the 
tube, ‘The pentode has a very high amplification factor 
and is used to amplify very weak signals. 

b. Other types of tubes include those with the char- 
acteristics of several tubes in one. Often two triodes are 
built into one tube, Also, a rectifier diode and an 
amplifier triode are often found in one tube. 
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Figare 247. CAaracteristic carve of a triode iube-plate 
potential comsiant, 
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¢e. Another type of tube known as a “power output 
tube” is designed to pass a large current in the final sta 
of an amplifer, The “beam-power’’ tube is a special 
design of a tetrode or pentode where the elements are 
arranged so that the electron beam can be directed most 
effectively, The "beam-power” tube is very sensitive but 
still has a high output. 


111, IDENTIFICATION OF TUBES. a. General. 
Electronic tubes vary in size from very small hearing-aid 
tubes to large radio transmitter tubes. The type of tube 
used in cach case will be determined by the job it has 
to perform. 

b. Numbering and lettering of tubes. Each indi- 
vidual tube type has a number. In considering the 
electronic-tube field as a whole, there is no definite 
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Figure 248, Graphical illustration of grid-inpwt voliage and 
tarnation: te plate corrent, 
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Figure 249, Simple amplifier corceit, 
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numbering system. However, in recent years radio tubes 
have been systematically identified with numbers and 
letters. In the older types of radio tubes where only 
numbers are used as 27, 45, etc., the number has no 
connection with the tube except as an identifying number. 
Generally a number and letter identification (Radio 
Manufacturers Association (R.M.A.) designation) will 
tell several things about itself. The first number indi- 
cates the approximate filament or heater voltage. The 
letter has nothing to do other than to identify the tube 
as to type. The next number designates how many 
elements have been brought out to terminals, but is not 
the number of prongs or connections on the tube. Often 
a letter is added on the end to designate various features 
such as M (metal tube); G (glass tube); GT (small 
glass); GL (lock-type base), etc. Tubes of different 
types with the same characteristics can be recognized by 
having certain letters and nu s the same. For ex- 
ample, the 7A7G, 125A7 and 25A7GT all have the 
same working characteristics as indicated by the A and 7 


which appear in each case. The 6, /2, and 25 indicate 
the approximate heater voltage. The § before the A in 
the case of 125A7 indicates the tube is single ended. 
In this case the grid cap is eliminated and the grid is 
connected to a prong in the base, The 6A7G, and 
12A7G are glass tubes which look alike. The 25A7GT 
is a small glass tube, 


112. MAINTENANCE. oa. General. Electronic tubes 
require no maintenance other than keeping them prop- 
erly placed in their sockets. As the tube is sealed, no 
internal maintenance can be done to the tube. 


b. Testers. Tube testers with switches and adjust- 
ments have been designed to test all types of tubes. As 
all makes of tube testers are of a different design, the 
instructions for each individual tester must be followed 
in cach individual case. Tubes should be tested and 
replaced according to the Technical Order covering the 
individual piece of equipment. 
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SECTION XIV 


LIGHTING 





113. FUNCTIONS, Electric lighting serves three im- 
portant functions in military aircraft; for illumination of 
instruments, cockpits, cabins and landing fields; for mark- 
ing the position of the airplane; and for indicating certain 
conditions of the aircraft or its equipment by means of 
indicator lamps. 


114. REFLECTORS AND COVER GLASSES. 
Hlectors are used in lamp assemblies to redirect the light 
emitted from the incandescent filament, into the desired 
zone. Different types of reflectors may be used de- 
pending og the service for which the lamp assembly 
is intend For example, in a landing lamp, where a 
concentrated beam of highest candlepower is desired, a 
parabolic reflector with a polished surface is used (fig. 
250). In a recognition lam assembly, from which a 
wide beam of light is dered a spherical reflector with 
a diffusing surface is used. 


b, Cover glasses protect the interior of the lamp as- 
sembly from dirt. In addition, they may be colored to 
produce a beam of a given color. 


115. EXTERIOR LIGHTING EQUIPMENT. a. Land- 
ing lights. (1) Landing lights are extremely power- 
ful and are directed at an angle which will give the pilot 
the maximum assistance in landing on unlighted airports 
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Figwre 250. Parabolte reflector. 
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a. Re- 





and elds, The liguts may be located midway in the 
leading edge of each wing (hg. 251) or streamlined into 
the airplane surface. e fannie lights draw a high 
current. <A relay, remotely controlled from the cockpit, 
may be used to control each lamp. Both the control 
circuits and the lamp circuits are fused for safety 

(2) In some installations, retractable landing lamps, 
set into the under surfaces of the wings, are used. Icing 
of the lamp lenses is thus greatly reduced. The installa- 
tion is usually made as shown in figure 252. It is ible 
to lower or retract the light and to turn it off in the 
extended position. The landing-light motor has a split- 
field wieeting (fig. 253). The center terminal of the 
field is connected to one of the brushes. The other 
brush is grounded through the coil of a solenoid which 
fits a brake shoe. This brake shoe is held by sprin 
tension against the motor shaft. The other two feld 
terminals are connected to the outer terminals of the 
control switch 5 through contact points Cand D. When 
the landing light is retracted, points C are pushed upon 
by the geared quadrant and points D are closed by spring 
tension. If switch 3 is mow placed in the “lower” post- 
tion, the battery current which passes through the com- 
pleted motor circuit energizes the brake solenuid, with- 
drawing the brake shoe so that the motor may turn and 
the lamp will start to lower. After approximately 10 
degrees of movement, contact A touches and rides along 
copper bar B, lighting the lamp. When fully lowered, 
the projection on the end of the gear quadrant opens 
contacts D thus stopping the motor and reengaging the 
brake. If the control switch is now placed in the "re- 
tract” position, the motor will operate in the opposite 
direction. 
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Figure 231. Logeu in leading edge of wing. 
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b. Navigation or position lights. A set of navi- 
gation lights is the minimum exterior lighting equipment 
for aircraft operating at night. The set consists of one 
red, one green, and one white unit. On more recently 
built aircraft, cach unit consists of one lamp streamlined 
into the aircraft surfaces to which it is attached, On 
some of the older aircraft, each unit consists of 2 lamps 
streamlined into the surface. The green lamp is mounted 
at the extreme tip of the right wing and the red lamp is 
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Figare 252. Landing light (extended) on under surface 
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Figure 234, 








simularly located on the left wing. The white lamp is 
usually located on the vertical stabilizer in such a position 
that it may be seen through a wide angle when viewed 
from the rear, The wing-tip lamp units are connected 
in parallel and are controlled by a single switch in the 
pilot's compartment. This switch has two “on” posi- 
tions one of which is connected to the lamps through 
a resistor (hg. 254). This gives the pilot the choice of 
two intensities for the wing-tip lamps, The tail lamp is 
similarly connected through a separate switch. 

c. Formation lights. Formation lights are used on 
certain military aircraft for night formation flying. On 
large aircraft, this set of lights consists of nine blue 
lamps. Three are installed in a straight line running 
along the upper surface of the fuselage and three are 
placed on the pet side of each wing or on the horizon- 
tal stabilizer (hg. 255). The formation lights are not 
visible from the ground yet they provide sufficient illu- 
mination for group maneuvers with all other lights 
turned off. The formation lights are controlled through 
a two-position switch, one position of which is connected 
to the lamps through a resistor thus giving the pilet the 
choice of two intensities. 

d. Recognition lamps. Airplanes equipped for 
night flying are usually supplied with upward and down- 
ward recognition lights. The upward recognition light 
is located on the top side of the fuselage and emits 2 
white signal visible aa any position above the airplane. 
Three downward recognition lights are located in the 
bottom of the fuselage or the right wing. The downward 
recognition lights emit red, green, and amber signals 
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Figere 254. Navigation lights with electrical cirewit. 


, a eb ecru s 
" ' - = 
ow CI PLLC 


visible from any position below the airplane. All four 
recognition lamps are controlled from a switch box in 
the cockpit and may be keyed (usually by means of a 
pushbutton) to give a pre d recognition signal 
(fig. 256). — 

@. Passing lights. A passing light may be included 
in the lighting system for use on or near civil airways 
at night, The lamp (generally controlled by a simple 
toggle switch) is provided with a red lens and is located 
in the leading edge of the left wing. It is used in addi- 
tion to the regular wing-tip navigation lights and as 
a precaution against collision when meeting other air- 
craft. See figure 251. 


assembly gives a white signal when the airplane is 

to release bombs and a red signal for a few secon 
immediately after a bomb is released, It is used as an 
aid to formation bombing technique. 


116, vit pong ried fd gir tag a. In- 
strument a it - (1 inect light- 
Ingo tn tncatace pane maybe pimvided by lace 
set in the pasel, The light from these lampe is. de 
tributed over the entire instrument panel by a reflector 
panel which has openings for observing the various in- 
struments. This method is not widely used in Army 
OG todividual 

(2) Indivi instrument lighting is provided on 


some of the older aircraft by means of small 3-volt bulbs 
which are mounted within the instrument case. These 
small lamps ate operated from the generator battery Ul 
tem by inserting resistors in series with the lamps. TI 
3-volts necessary for the instrument bulbs may also be 
obtained from a winding on the inverter or from the 
auxiliary box as described in the following sub-para- 
graphs, 

3) Fluorescent lighting is another form of instru- 
ment or cockpit lighting. It eliminates the glare which 
is sO common in other of lighting. The lamp 
assembly (fig. 257) consists of a shell, a special Jens 
which will pass only ultraviolet light, a screen to regulate 
the amount of light, and an automatic starting switch 
(glow lamp). A screen is used for passing visible light 
also. Instruments used with this type of lighting have 
the dial hgures painted with a material which is sensitive 
to ultraviolet light. When the invisible ultraviolet light 
is directed on the instruments, the figures are outlined 
in a soft glow which makes them very distinct even 
though there is no visible light coming from the lamp, 
The voltage for the ultraviolet lamp may be obtained 
from either an inverter or a so-called auxiliary box. 

(a) The inverter changes the direct current of the 
— a system se en 1 canis et ce ing cur- 
rent with a frequency of approximately 400 cycles 
second, The davester is = special type of iadoction coil 
bari gs double action vibrator (fig. 258). The vibrat- 
ing at sends pulsations of current, successively, in 
alternate directions through the primary coil, producing 
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Figare 255, Formation lights with eleciviral circuit. 
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altemating current in the secondaries. One secondary 
operates the fluorescent lamps. Another secondary Be 
vides 3-volt a-c to operate the instrument lights. 

resistors R,, Ry and condenser C, are primary circuit 
elements which improve the operation of the inverter. 
The inverter is provided with a choke coil K and con- 
densers C, and Cy as a filter system; the input and output 
leads are shielded to eliminate radio interference. 

(6) When the aircraft is equipped with a central 110- 
volt, 400-cycle a-c power supply, the fluorescent lamps 
may be operated by an auxiliary box, The auxiliary box 
(fig. 259) includes a reactor for each fluorescent lamp 
and a stepdown transformer for the 3-volt instrument 
ulb, 

(4) Another type of fluorescent lighting fixture is 
known as the -5 lamp assembly. This lamp assem- 
bly operates directly on the 28-volt direct-current system 
of the aircraft without the necessity of an inverter. It 
consists of a small fixture containing a special 4-watt, 
28-volt fluorescent lamp and is equipped with a light 
filter which transmits only the invisible ultraviolet light; 
however, the flter may be opened to obtain visible light. 
The lamp is controlled by a combined starting switch and 
intensity rheostat mounted on the instrument panel (figs. 
260 and 261). 

(5) Many airplanes are now equipped with a small 
incandescent spotlight known as the type C-4 cockpit 
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Figare 236. Recogettion light: with electrical circait. 


122 


lamp assembly. The beam from this lamp assembly may 
be focused to either a small spot or to a wide beam of 
light, A red filter is provided when minimum light is 
desired during a bombing mission, The lamp assembly 
is equipped with a combined “on-off” switch and inten- 
sity control rheostat (hg. 262). 

b. Cabin and passageway lighting. The cabins 
and passageways are illuminated by dome lights properly 
located in the ceiling or sides nie airplane. 





Figure 257. Cockpit lamp anrembly (fworescent), 


¢. Indicator lights. Indicator lights are used for 
various pu such as indicating the position of land- 
ing gear, bay doors, etc. and to indicate other 
conditions of the airplane or its equipment. In the more 
recent types of indicator lamp assemblies, an arrangement 
is included by which the intensities of the signal may be 
varied to suit the pilot, by simply turning the outer cap 
of the lamp ly (fig. 263). 

d. Inter-communication call light. Some air- 
— are now equipped with inter-communication call 
ights by which personnel at different stations in the 
airplane may signal each other, Each call light consists 
of an indicator light and keying switch, 


117. MAINTENANCE. a, Check all visible wiring in- 
cluding connections, terminals, fuses, and switches for 
condition and security. 

b. Keep lamp lenses and reflectors clean and highly 
pease, If a reflector is found to be cloudy, remove 
acquer with acetone, polish with a mixture of lampblack 
and alcohol and relacquer. If it does not remove cloudi- 
ness, teflectors will be removed and turned in for replat- 
ing. Inasmuch as cloudy reflectors are usually caused by 
an air leak around the lens, install a new gasket when 
the lamp is reassembled. Exercise care to insure proper 
focus and alinerment, 

«. The cause of malfunctioning of the lighting equip- 
ment may be located by systematically testing each lamp 
circuit with a continuity tester. 
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Figure 259. Auxiliary box tptem for Aworescent and jditranment Iebts, 
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Figare 260. C-3 lamp assembly. 
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Figere 262. C-4 cockpis lamp assembly. 
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SECTION XV 


WIRING SYSTEMS 





118. GENERAL WIRING FEATURES. Various types 
of aircraft do not have identical electrical systems, 
certain typical features are in general use, The inter- 
relation of the more common features of a power distri- 
bution system are shown in figure 264, 


a. From the battery and generator, feeder lines carry 
current to the main bus, which 1s considered the central 
point for the distribution of electrical energy to the vari- 
ous electrical devices. Both the battery and generator 
feeders are generally provided with master or main-line 
switches to enable all current to be cut off in one quick 
operation, as may be desirable in an emergency or when 
testing. These switches may be controlled remotely by 
means of relays. 

(1) The main bus is a copper bar enclosed within a 
metal junction box, Hranch-circuit fuses are usually 
attached to the screw terminal of the bus: from these 
fuses, wites run to control switches in the cockpit and 
then to various electrical units located throughout the 
aircraft. 

(2) In some installations, other buses, fed from the 
main bus, are located in compartments occupied by the 
tadio operator, gunner, or other personnel, and serve as 
centers for the distribution of electrical energy to a special 
group of devices. 

b, When the battery master switch is closed, any 
device directly connected to the main bus may be operated 
at any time by means of its individual switch. Certain 
devices, on the other hand, are connected to the main 
bus through a safety switch and auxiliary bus arrange- 
ment. The auxiliary bus is referred to frequently as the 
safety bus. 


(1) Although the magnetos are entirely independent 
of the generator-battery system, the safety switch is often 
incorporated in the same assembly as the magneto switch, 
For example, in a single-engine safety ignition switch 
three of the terminals are for the magneto system, the 
remaining two (often designated B and B. awx. or Bat. 
and Awx.) serve to connect the main bus with the auxili- 
ary bus. 

(2) The pitot-tube heating clement, the electric 
starter control, and other equipment which ordinarily 
should not be operated unless the aircraft is in flight 
or the engine is being cranked, are connected to the 
auxiliary bus, Thus, these devices cannot be operated by 
their individual control switches before the pilot has 
turned on the ignition preparatory to starting. Also, no 
damage or current waste can result because of failure of 
the pilot to turn off these devices at the end of a flight, 
provided he has shut off the ignition. 
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c. (1) The lead wire from the positive battery termi- 
nal proceeds first to one terminal of the motor-starter 
switch because the starter-motor circuit draws the heaviest 
current and requires conductors of very low resistance. 
Therefore, the battery, starter motor, and starter switch 
are generally located as close to each other as practicable, 
to allow their heavy leads to be as short as possible. The 
line which connects the bus to the battery may then b= 
a lighter cable. 


(2) In some installations the starter and main bus are 
connected to a heavy connector plug. This plug is 
located so as to permit easy connection to a battery cart 
or a ground power plant (fig. 235). 

d. (1) Wires used in aircraft electrical systems carry 
an identifying number, This number may be prefixed 
with a code letter to identify the general cicuit of which 
the wire is a part. When replacing a defective wire, no 
splices ate permitted, and a complete new length of wire 
is installed, of a type, length, and size in accordance with 
specifications. Behe the wire is installed, a band of 
cellulose tape is wrapped around it near each of its termi- 
nals. The identifying number is typed on the tape, and 
a rset’ coating of shellac applied. With this means 
of identification, a circuit can be traced and tested easily. 

(2) A connector panel is a panel of insulating mate- 
rial provided with terminals which are insulated from 
each other. Each terminal serves as a convenient junction 
for a wire to be connected to one or more lengths of wire, 


119. WIRING. a. Power cables, The power in the 
electrical system is transmitted from the source to the 
unit through a system of wires and cables. In any elec- 
trical cireuit, a sees Fae must be provided from 
the source to the unit and from the unit back to the 
source. In most airplanes, the return path is through the 
framework or other metal portion of hie airplane's struc- 
ture. 


(1) Cable construction. The aircraft cable is con- 
structed of a large number of small, tinned copper wires. 
The use of a large number of wires makes the finished 
aircraft cable more flexible. The wires are braided or 
twisted together and then covered with an insulating 
material. The insulation may be varnished cambric or 
any other suitable insulating material. In table IV are 
listed Army-Navy specifications for aircraft cables. The 
size of the cable is designated in the American Wire Gage 
number (A.W.G.), In the Army Air Forces, only even 
number sizes of cable are used. The size varies from 
No. 20 to No, 00 (2/0). The larger the number the 
smaller the cable. Consequently, No. 20 is the smallest 


UNIVERSITY OF CALIFORNIA 





Sarreey FEEOLA 


‘ | 
[i | 
Ill 

Tet Sachse - 
eanren serch | 


Tea SATTERT Cant 


LTARTER SOLEMN SwITCH 


STAATER bo 
| 1 —COsKe Tos PLwG 






oe FS PTAA TER CoA, 

-——T0 TOT HATER 

eee TO PUL PASS 
wee Gel, 


ae Ra Bee 
Cee TE A GMT 


TD LARS Gee CONTE, 


Figure 264. Typical features of power distribution system. 


cable and No. 00 is the largest. The ampere rating or 
current rating of a cable depends upon the cross section 
area of the cable. The fuse ca 
maximum current the cable will safely carry. 


Table 1. Aircraft coble spectficatroms 
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(2) Size of cable. In choosing the size of cable for 
any particular installation the cable must be selected with 
the correct (or digber) current rating. The IR drop, in 
the cable, must not exceed 1 volt for continuous duty or 
2 volts for intermittent duty. (28 volts are used in mak- 
ing any IR drop calculations). Often a certain size 

le will carry a load as far as the heating effect is 
concemed but because of its /engtb, the voltage drop in 
the cable becomes excessive. In this case, a larger cable 
must be used. 


ity of any cable is the 


(3) Rowting of cables, In modern tactical aircraft, 
conduit is eliminated, wherever possible, to facilitate the 
wide separation of cables, Its elimination also facilitates 
cable installation and maintenance and, in addition, saves 
weight. ‘Where there is wide separation of cables, the 
airplane electrical becomes less vulnerable to pun- 
fire. In the individual routing of cables, particular care 
must be taken that the airplane structure ts used to the 
best advantage as an electrical shield for the cable. 
Channels and even the surface covering of a metal air- 
plane will provide excellent shielding effects, In replac- 
ing a cable, particular care must be taken to replace it in 
the exact position in which it was originally installed. 
No attempt should be made to reduce the length of the 
cable by taking what may seem to be a logical short cut. 


b. Ignition cables. (1) Ignition cables need not 
have a high current carrying capacity, but must be able 
to withstand a high voltage. Hence, the greater portion 
of the cable is insulation. 

(2) Ignition cables used in the Army Air Forces are 
of two sizes—the 7-mm is the standard size for nearly 


all original installations; a 5-mm cable is being used on 





Figare 265. Spark plug Semm cable adapter. 
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some of the newer installations and to replace some of 
the 7-mm cable whenever a replacement is required. 
The 5-mm cable has a better type of insulation and its 
smaller size facilitates installation, If a 5-mm cable is 
used to replace a 7-mm cable, special adapting devices 
are used on cach end (fig. 265). 


c. Terminals and connectors. (1) A terminal is 
a device which can be connected to the end of a cable. 
It facilitates attachment of the cable to the source of 
power supply or to the unit which is to be operated. 
Terminals are of two general types; the soldered terminal 
and the patent solderless terminal. 

(2) To facilitate removal and installation of wiring 
connections to electrical appliances, a conventional con- 
nector is used, 

(4) Types and construction, Connector types are 
numerous, Plug assemblies are of two types: straight or 
90°. Receptacle assemblies may be of the wall-mounting, 
box mounting, and integral-mounting types. To identify 
the receptable from the plug, the receptacle is always the 
fixed portion ot the connector and the plug is the movable 
part. Army-Navy specification numbers and letters 
entity a connector's type, style, and arrangement. For 
example, a commonly used connector may be identified 
as an AN3106—28-58 plug with an AN3102~-28-5P 
receptacle, 

AN—Army-Navy ° 
3106—Specification number for plug 
3102—Specification number for receptacles 
28—Size of the shell 
5—Contact arrangement 
P—Pin contacts 


S—Socket contacts 
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The connector mentioned i5 used on a 28-vollt, 
100-ampere generator system, Figure 266 shows the 
parts.and proper nomenclature of the connector. 

(6) Maintenance. If a connector is to be replaced 
in a circuit, disassembling, soldering, and assembling 
must be properly done (fig. 267). 

d. Junction panels. In the modern airplane, cables 
are run from one end of the airplane to the other through 
several junction boxes. Provision must be made to re- 

lace and inspect these various cables. If the cables were 
in one piece, from the source to the unit, greater difhculty 
would be encountered in replacing the cable; hence, ter- 
minal boxes and strips are provided for the connection 
of the cables. Cables are never spliced between junc- 
tions; if a cable is damaged, it is removed and replaced 
with a new one, 


e. Shielding. Shielding is the enclosing of cables 
of electrical units with metal. The purpose of shielding 
is to cawse the high-frequency voltage (interference) to 
be induced sv the shield rather than in the adjacent units. 
Shielding is used where one unit 1s to be protected from 
the effects of a high frequency current in a unit near it 
or where a cable is to be protected from radio frequency 
noise. An example of this would be the flexible, metal 
covering about the radio antenna. 


f. Bonding. (1) Constraction. A bond is usually 
made up of a flexible metal strap provided with a termi- 
nal at each end. The bond can be made of either alu- 
minum of tinned copper wire. However, care must be 
taken not to place two dissimilar metals in contact with 
one another, Brass, bronze, copper, and steel in contact 
with aluminum will result in corrosion, especially when 
in the presence of moisture. 


betel 






° 
PIN 
CONTACTS (_ ——= 


oie 


INSERT —» 


SOLDER CUP \ 


FACE PLATE 
RECEPTACLE 


ani = SE Ee ee 





Figure 266. Cable connector plug. 
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(2) Uses of bonding. Bonds are used to tie together 
electrically any parts of the metal structure of the airplane 
which are not already an integral part of the airplane. 
Any part of an airplane which is movable or is connected 
by a Linge etc., should be bonded to the main structure 
of the airplane. This usually can be done with a bond 
only a few inches in length. Some of the most important 
units which require bonding are engine to mount, 
ailerons to wing, radio to the airplane structure, cowling 
flaps to the support, and conduit to airplane structure. 

(3) Mamntenance.. Maintenance ifements are 
that the bond be intact and make a good electrical con- 
nection at all times. In replacing a bond, care must be 
taken to make a good metal contact. If, in preparing 
the surface for the bonding connection, the surface has 
to be cleaned with sandpaper, care must be taken not to 
damage the original finish on the metal. Bonds should 
be placed in such a position as not to interfere with the 
operation of the unit and not be damaged or broken loose 
because of the motion or vibration of the unit. 


120, ELECTRICAL SYSTEM PROTECTION. a. Gen- 
eral, Various devices and arrangements of circuits are 


used to protect the electrical system of aircraft from 
damage and failure. 
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b. Fuses. <A fuse is a strip of metal bridging the 
ends of two wires in a circuit, the metal having a very 
low melting point. Most fuses are made of an alloy 
of tin and bismuth; however, some are made of copper. 
If the fuse is made of copper it is called a current limiter. 
The current limiter is used in sectionalizing the airplane 
circuit. .A fuse will melt and break the circuit whenever 
the current becomes excessive, whereas a current limiter 
will stand considerable overload for a short time. There 
are a number of types of fuses. The ones most used im 
the Acmy Air Forces are the “plug-in” type or the “clip” 
type. The capacity of the fuse will always be slightly 
higher than the anticipated load on the circuit. 

c. Circuit breakers. (1) A circuit breaker is a 
manually operated switch which has a mechanical trip- 
ping device; it will break the circuit when the current 
reaches a predetermined value. The circuit breaker is 
often used in place of a fuse and it may eliminate the 
use of a switch (hg. 268). The circuit breaker can be 
made to control a number of circuits as shown in the 
diagram. Several types of circuit breakers are used by 
the Army Air Forces. The magnetic type operates by 
the pull of an electromagnet on a small armature which, 
in tum, trips the breaker. 

(2) Another type of circuit breaker is the thermal- 


a 
ea 
ime, 
4 


MECHANICAL TRIP 


a 


a 


CONTAC 


* 
ye 


hy 


‘a 


oe 


twittHts 
|} 





TO ELE¢ TASAL 
LAITS 
———-} 


Crrevit breather with cirewily, 


UNIVERSITY OF CALIFORNIA 


_ 


overload breaker or switch. When a bi-metallic stnp 
becomes heated, it will bend away from a catch on the 
switch lever and permit the switch to tip open, If a 
circuit breaker is used, the switch must be turned all 
the way “off” then back to the “on” position to put the 
circuit back in operation. If the overload is still present, 
the circuit breaker will again trip without damage to the 
circuit. 

d. Circuit protectors. A circuit protector is a device 
which automatically ope the circuit whenever the tem- 
perature of the wnit nes excessively high. It has 
two positions, automatic “off” and automatic “on.” If 
there is a fault which will cause the temperature of a 
motor to become excessively high (a locked rotor, for 
example) the circuit will be broken intermittently. This 
may permit the motor to break loose and complete its 
operation, The operation of the circuit protector is 
accomplished by a bi-metal disk or strip which will bend 
and break contact when it is heated. On eens the 
bi-metal disk will assume its original position and close 
the contacts. 


a. Sectionalization. Sectionalization is a pe ie 
plan for the arrangement of an electric circuit which pro- 
vides alternate paths for an electric unit to receive its 
power (fig. 269). At each junction current limiters are 
placed in the circuit. Fuses and circuit breakers can be 
used in place of current limiters; however, the circuit will 
not function as well. Circuit breakers have the advantage 
of not requiring replacement. Since sectionalization pe 
vides an alternate electrical path to a device, it could be 
especially valuable to aircraft in combat. If an electrical 

ath feeding a unit such as a gun turret has been broken 

y gunfire, the turret can be fed by another path and 
will continue to operate. If a path has a fault such as 





a short circuit, the circuit will be so arranged that current 
from two or three lines will feed into the current limiter 
installed in the line having the short circuit, and will 
break the circuit. Therefore, the faulty line will be cut 
from the circuit. The power will then be transmitted to 
the unit intended to be operated, : 


121. WIRING DIAGRAMS. ao. The manufacturer of 
the particular aircraft furnishes a wiring diagram of the 
electrical system. This wiring diagram is in blueprint 
form and ts kept in the data compartment of the aircraft 
so.as to be available at all times. The wiring diagram 
is belpful to the mechanic when making inspections, 
testing circuits, and replacing electrical equipment. A 
small part of an aircraft wiring diagram is shown in 
figure 270, 

b. The type and serial number of the aircraft. and 
various explanatory notes are given on the blueprint. The 
wiring diagram is sub-divided by dashed limes to indicate, 
in a eral way, the main sections of the aircraft. 
Dashed lines may also denote a junction box or other 
inclosure and in some instances mechanical linkage. 

c. In addition to many of the common symbols shown 
in figure 7, various other symbols, as shown in figure 271, 
a on aitcraft wiring diagrams to designate items of 
electrical equipment. A reference number is assigned 
to each separate item and printed (frequently under- 
lined) near the symbol which represents the item. 

(1) A table of equipment is given on the blueprint 
and each item of equipment is listed numerically. In- 
formation, for each item, includes its serial number, 
name or description, quantity required, Army Air Forces 
type, etc. Tabulation of equipment shown in part in 
figure 272 includes some of the items shown symbolically 
in figure 270. 
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Figare 269. Profwied diagram for sectionalization. 
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(2) The table Sauieeent should be consulted to 
identify a symbol and/or to insure that the correct type 
of equipment will be obtained when replacement is re- 
wired, 

4 d. Cables which connect various units are indicated by 
solid lines, vertical or horizontal. For identification, the 
same serial ‘number which appears on the cable in the 
aircraft is printed somewhere along the line which repre- 
sents the cable on the diagram. 

(1) A wire table, shown in part in figure 272, is also 
given on the blueprint, and it lists the cables numerically. 
Information for each cable may include its length, size, 
and types of terminal lugs. 

(2) The wire table should be consulted when a cable 
in the aircraft is to be traced or when a defective cable 
is to be replaced. When replacement is made, the num- 
bers must be put on the new cable just as they were on 
the cable which was replaced. 

e. Conduit is generally represented on wiring diagrams 
by a single solid line. At each end of the line a bracket 
is drawn to include all the separate cables entering or 
leaving the conduit. All cables entering a conduit at 
one point must leave it at another point but not neces- 
sarily in the same order of entry. Care must be exercised 
not to confuse conduit and cable lines. A conduit line 
may or may not have an equipment number but it will 
never have a cable number. 

f. (1) Occasionally, a unit (or group of units) ap- 
pears in a separate sketch. Figure 2731) illustrates 
a conventional method used to show the relationship be- 
tween the sketch and the main body of the wiring dia- 

am. 


(2) Some wiring diagrams use a complete “code” in 


ae 


fe 


Soe. 


order to avoid many wire crossings (figure 273(3)). The 
full length of a cable is not drawn; only a small length 
extending from its terminals is shown. At each terminal 
of an item of equipment, various code numbers are 
given, The wire connected to a terminal is represented 
by a number. Another number adjacent to the cable 
number designates the item of a to which the 
cable connects. When tracing a cable on such diagrams, 
the item of equipment is located first and then the 
terminal to which the cable (which is being traced) 
connects. 

g. The service instructions in the Technical Order for 
a particular aircraft may contain diagrams of specific 
circuits assembled from the complete wiring diagram. 
Figures 274 and 275 are examples of such assembled 
diagrams, An individual circuit diagram is especially 
helpful when the mechanic is concerned with one particu- 
lar circuit only. The service instructions may also con- 
tain equipment and cable tabulations compiled from the 
blueprint. 

(1) When an assembled diagram, as contained in 
service instructions, is not available or when it is desired 
to further simplify a specific part of a circuit, a detailed 
diagram may be used, Typical details of a wiring dia- 
gtam ate illustrated in figure 276. The essential features 
of the generator-battery circuit may be simplified by 
following the connections from the proper terminals. 
The cable, from the A terminal on the wiles regulator 


to the 4 terminal on the generator, passes through two 
lengths of conduit, a pull box, and a connector plug; one 
short line may be used to indicate this connection. By 
use of this method, the features of the circuit may be 
simplified to the extent shown in figure 277. 
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Figare 270. Part of am aircraft wiring diagram. 
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Figare 272. Tabalation of equipment and wire, 
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(2) An approximate lay-out of the basic items of a 
single-engine aircraft electrical system is shown in 
figure 278, A diagram of this direct-line type is particu- 
larly helpful when a comparative study is to be made 
of the electrical features of new models of aircraft. The 
simplified diagram may be drawn from the wiring blue- 
print or the diagrams in the service instructions. 
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122. CIRCUIT TESTING, If trouble develops in an 
electrical device, there are two general causes—the device 
itself may be at fault (burned out, damaged mechanically, 
etc.) or that part of the circuit leading to or from the 
device may be at fault. Continuity testing refers to the 
checking process used to determine whether or not there 
is a complete electrical circutt, 







Figare 277. Simplifed wiring diagram of gesterator 1yitem. 
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1. Position light. 11, Fuse, fuel-pressure warning and 20. Booster coil. 

2, Switch, position light. itot heater. 21. Generator. 

a : 12, Fuse, generator. 22. Voltage regulator. 

4, Relay be 13, Switch, starter. 243, Relay switch. 

5. Warning 14. Switch, throttle. 24, Switch, pitot heater, 

6. Horn. 15, Switch, ignition. 23. Switch, fuel-pressure warning. 
7. Switch, landing-gear warning. 16. Relay, starter. 26. Switch, fuel-pressure teat. 

BS. Puse, landing-gear warning. 17. Solenoid, starter meshing. 27. Fuel-pressuré warning light. 
®. Fuse, position light. 18, Starter, 28. Pitot heater. 

10, Fuse, starter. 19. Magneto. 29. Switch, generator. 


Figure 278. 


a. The circuits illustrated in (7), (@), and G@) of figure 
279 include a portable type of continuity tester wherein 
dry cells are used as a source of voltage. A lamp within 
the portable tester serves as the indicator. 

(1) If the alligator clips of the tester unit were 
touched together, a complete circuit would be established 
and the lamp would be lighted, If, as shown in figute 
2790), the clips are brought into contact with the 
terminals of the resistor (or coils, etc.) under test and the 
lamp does not light, an open circuit in the resistor is 
indicated. This test is conclusive only if the resistance 
of the unit under test is sufficiently low to permit the 
lamp to light. If the resistance is too high (more than 
approximately 10 ohms) a voltmeter (mounted on the 
panel of the tester) can be connected in the circuit in 
place of the lamp. If no deflection of the voltmeter 
pointer occurs, an open circuit is indicated. 

(2) In figure 279(3) the tester indicates the presence 
of a short circuit across the terminals of a switch which 
is the “open” position, 

(3) To determine whether a length of wire is 
grounded at some point between its terminals, the wire 


Wirteg diagram and approximate layout of basic electrical items, 


is disconnected at each end; one test “dj is hooked to 
the wire and the other clip ts grounded as shown in 
figure 2793). If the wire is grounded, the lamp will 
light. 


(4) When the methods of continuity testing outlined 
are applied to installations on the aircraft, the disconnec: 
tion of a number of wires may be necessary. 


b. To test for open circuits in wiring and equipment 
installed in aircraft, the aircraft storage battery may be 
used as a source of voltage and a voltmeter with long 
flexible leads used to test the circuit. This method of 
circuit testing may be illustrated by reference to 4 simple 
aircraft circuit containing a 12-volt battery, fuse, switch 
and landing map. The following procedure may be 
applied to any branch circuit which is fed by the battery. 


(1) First, draw a simple wiring diagram of the circuit 
involved, as shown in (@) of figure 279, For this purpose, 
the wiring blueprint or the service instruction diagrams 
should be consulted. 


(2) If the lamp lights when the switch is closed, the 
indication to be expected in each position of the volt- 
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meter is shown by the voltmeter symbols in figure 2794). 
If the lamp does not light, check the battery for normal 
voltage. e negative test clip of the voltmeter is 
attached to any convenient ground connection; the posi- 
tive test clip is connected to the battery end of the 084 
If the voltmeter reads zero, it must then be determined 
whether the battery is at fault or whether the battery leads 
to ground or fuse are at fault. If the reading of the 
voltmeter is approximately 12 volts, no defect is indicated 
up to this point and the test may be continued along the 
circuit, 


(3) The negative clip is kept connected to ground. 
The positive clip is moved from point to point along the 
circuit with the diagram for a guide; test each unit and 
length of wire (by attachment of positive clip to its 
terminal) until the first zero reading is obtained. An 
open circuit is indicated between the last point at which 
voltage was indicated and the point of first zero reading. 
This is illustrated in figure 27 by an open fuse, in 
figure 2798) by an open lamp filament, and in fhgure 
2797) by an open lamp-to-ground connection, 


(4) When testing a lamp, it is to be noted that in 
figure 277) the voltmeter reads 12 volts when the posi- 
tive clip is connected to either terminal of the lamp. This 
means that there is no potential difference across the 
lamp. This is reasonable, because no current is fowing 
through the lamp. (Actually, the voltmeter does allow 
some current to flow through it but this is not enough 
to light the lamp.) 


ec. An ammeter should not be used in the methods of 
continuity testing described in this section because the 
ammeter has a very low resistance which would short- 
circuit the battery and damage the meter. 


123. SOLDERING. a. General. Soldering is join- 
ing of two metals by the use of a third metal which has 
a lower melting point. The third metal is commonly 
called solder, For aircraft electrical use, solder is usually 
composed of 50 percent tin and 50 percent lead, The 
solder may be melted by an electric soldering copper 
or a soldering copper heated by a blow torch. 


b. Preparation. To make a good soldering job on 
aircraft wiring, proper equipment, proper heating tem- 
perature, and cleanliness are of primary ttance. The 
soldeting copper should be in good condition. If the 
soldering copper has been heated excessively and is 
slightly pitted it should be filed. Do not attempt to 
use a deeply pitted cop It should go through a 
reconditioning process before using. If a soldering co 
pet appears to be in good condition, it should next 
tinned. Tinning may be accomplished by heating the 
soldering copper so that heat can be noticed when bring- 
ing the copper within 6 inches of the cheek. Then dip 
the solde copper point in a paste flux or mb the 
point on a block of pine wood containing resin. Apply 
enough solder to cover the surface of the point. 
the soldering copper is properly tinned, the two units 
to be soldered should be prepared (cleanliness cannot be 
overstressed), If a conductor is to be soldered to oa 
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terminal lug, remove the insulation and scrape all foreign wire, the solder will not stick properly. Heat the units 
matter from the wire, and apply a little soldering paste. | as shown in figure 280. After the soldering job is 
Attach the conductor and terminal lug together sae heat complete, the soldered units should be insulated. Solder- 
them with the soldering copper. CAUTION INHEAT- _ ing of plag and receptacle connector is explained in para- 
ING COPPER: If color is noticed on the terminal or = graph 119. 





SS = 


Figure 280, Soldering a lug on a cable, 
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SECTION : XVI 


AUXILIARY SYSTEMS 





124. WARNING SIGNAL SYSTEM. Landing-gear 
warning signals warn the pilot to lower the landing gear 
when preparing to land and notify him whether or not 
the landing gear is down and locked. 


a. A diagram of a warning signal system is shown in | 


figure 281, A switch is linked with each landing wheel 
so that when the wheel is not down and locked, the 
switch is closed. The spring § in the relay normally 
holds contact points C, closed, When the throttle ts 
closed beyond a set point, the throttle lever closes a 
switch which is mounted on the throttle control. If 
either wheel is not down and locked, the circuit to the 
horn is completed and the horn will sound. In the 
event that the pilot has no intention of landing, he 
momentarily closes the horn-release relay switch, which 
energizes the relay, opening contacts C,, silences the 
horn, and closes contacts Cy. The horn-release relay 
switch is thus shunted, the relay remains energized, and 
the horn is inoperative when the momentary-contact 
switch is released, When the pilot reopens the throttle, 
the throttle switch is opened, and the relay is de-ener- 
gized, permitting contacts C, to reclose. When he again 
closes the throttle, the horn will sound. 

b. The signal system shown in figure 282 illustrates 
a combination horn and signal-light landing-gear wam- 
ing system. The wheel switches are double-throw type 
and have no neutral position, consequently one circuit 
or the other is always completed. If either wheel is not 
down and locked, the red lamps are lighted; in addition, 
the warning horn will operate when the throttle is closed 
beyond a set point. (A horn release relay may be added 
ta the system.) The green signal lamps are lighted only 
when both wheels are down and locked. The signal 
lamps may be dimmed, for night flying, by means of 
dimmer resistors, A test switch is incorporated to deter- 
mine if the horn is operative, 


125. INVERTERS. The function of the inverter is to 
change the d-c power, provided by the airplane, to a-c 
power for equipment which will function only on a-c 
current, Alternating current is used for the operation 
of fluorescent lights, autosyn instruments, turbo-super- 
charger control, and other special equipment. 

a. Principles. (1) The vibrator type inverter 
switches a direct current intermittently through the pri- 
mary coil of a transformer, This action creates am a-c 
voltage in the secondary coil, ‘The switching arrange- 
ment is usually called a vibrator. 

(2) The rotary inverter consists of a d-c motor which 
drives an alternator (a-c generator). The frequency is 
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governed by the speed of the motor and the voltage 
output is poverned by the strength of the alternator's 
field, See figure 283, However, in some inverters, 
complicated winding arrangements have been used in 
order to gain the desired frequency and voltage control, 
where the motor and alternator are interconnected. Only 
the rotary inverters of a simple design will be treated in 
this section. 

b. Construction. One type of rotary inverter is con- 
structed with a moter armature at one end of the shaft 
and the rotating part of the alternator at the other end 
of the same shaft. ‘The field frame contains the held 
coils of the motor and the starter coils of the alternator. 
The motor brushes are located at the motor end of the 
frame. The rotary inverter is built in a number of differ- 
ent sizes. The size is always determined by the power 
output of the unit. The v.a. (volt-ampere) is the unit 
used to rate the alternator at a certain power factor; an 
example of this is the 400-cycle, 750-v.a, inverter. This 
output is delivered at two voltages; 26 and 115 volts; 
the 26-volt output being 250-v.a, at 40-percent power 
factor and the 115-volt output, 500-v.a. at 90-percent 

wer factor, The circuit of the inverter is shown im 

gure 284, The circuit shows a set of pecsls shunted 
by a resistor and controlled by a centrifugal governor 
which regulates the frequency of the alternator. 

c. Trouble shooting. In trouble shooting the indi- 
vidual inverter, refer to the Technical Order covering 
inverters, — 

d. Maintenance, The maintenance of inverters will 
be limited to brush replacement and general care. The 
bearings are sealed at assembly and will never require 
lubrication, Other services on the inverter require spe- 
cial tools and should be done by qualifed mechanics 
only. : 
126. ELECTRONIC TURBO-SUPERCHARGER CON- 
TROL. a. General. This control system is a device 
which permits the manual selection of a desired manifold 
pressure and which automatically maintains the desired 
manifold pressure within the limits of the turbo-super- 
charger by regulating the position of the turbo waste 
gate. The complete system consists of a bridge circuit, 
amplifier, and a waste-gate motor. The power to operate 
the system is furnished by a 115-volt, 400-cycle alternator 
or inverter. 

b. Bridge circuit. The bridge circuit is a system of 
potentiometers connected across transformer secondaries. 
These potentiometers are controlled by a manual pressure 
selector, the carburetor inlet pressure, a governor, and 
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Figure 284, Circus diagram of rotary miverter, 
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the movement of the waste-gate motor. The manifold 
pressure selector is a potentiometer manually controlled 
to select the desired manifold pressure. In this unit are 
mounted the calibrating potentiometers used to equalize 
the manifold pressure on all engines. The pressuretrol 
potentiometer is operated by a bellows controlled by the 
carburetor inlet pressure, The accelerometer paige 
5 ntiometers are controlled by a governor driven 
Baa coke The balance potentiometer is operated by 
the waste-gate movement. The function of the bridge 
citeuit is to furnish the amplifier with an a-c potential 
of varying value. 

c. Amplifier. The amplifer builds up the incoming 
signal from the bridge through a le triode tube 
(7F7) and delivers this amplified signal to the paralleled 
grids of the two 7C4 discriminator tubes (hg, 285). 
The 7C5 tube which has a positive plate when the grids 
are positive will pass a cuftent to one winding of the 
- waste-gate motor, The two tubes pass current 180° out 
of with each other or of opposite instantancous 
polarity which depends on the input signal. The 7Y4 
tube is a full-wave rectifier which furnishes d-c voltage 
to the plates of the 7F7 amplifier tube. 


d. Turbo waste-gate motor, The waste-gate motor 
is a small two-phase motor. One phase (line-excited field 
winding) is supplied by the inverter through a series 
condenser and the other phase (amplifier-excited field 
winding) by the amplifer. The phasing of current sup- 
plied by the amplifier with the other phase supplied by 
the transformer is determined by the two discriminator 
tubes, resulting in motor rotation in one direction or the 






Ls AMPLIDYNE 
Te 


MBL IBY NE 
of 


EAA TOR 


—_=_ ———— 


POWER 
SUPPLY 


Figure 28h. 


‘ | 





other, The synchronous s of the motor is 12,000 
e.p.m., but due to slippage inherent in a squirrel-cage 
motor, its actual rp.m. is much lower, The torque of 


the motor is increased aoe a system of gearin to 
approximately 50 inch-pounds at the crank arm. Th 
crank arm is connected to the waste gate through suitable 


rods and levers. 


e, Maintenance. In servicing the electronic turbo- 
supercharger control system, particular care must be taken 
to keep all leads in their proper order, All potentio- 
meters mast be kept free of dust, dirt, finger marks, and 
other foreign materials. Lubrication for the i0- 
meters must be strictly in accord with Technical, Orders. 
Crossing of leads or poor connections between potentio- 
meters and wipers will cause the entire system to mal- 
function. 


127, AMPLIDYNE. a. Amplidyne is the name given 
to a special control system of an electric motor through 
a motor generator set, 

b. The principle of the amplidyne circuit is to control 
the field current in a generator driven by a constant- 
motor from the battery supply; the generator drives a 
shunt motor which ts used to opetate auxiliary equipment 
(fig. 286). The advantage of controlling the field of 
the generator which drives the motor is that a very small 
controlling device can be used since only a very low cur- 
rent is required to excite the generator field. If the 
controlling device were placed in line controlling the 
motor, considerable current would have to be handled. 
The amplidyne principle is used to operate gun turrets. 


“TURRET 
MOTOR 


—_ 
a 
< 





TURRET MOTOR CONTROL 


Amplidyne cincest for a fierred, 


Original from 


UNIVERSITY OF CALIFORNIA 


VINHOAITYS 40 ALISHIAINA 


SPL 
Ut ENA na ere ee a SIU EUAIUTEPT nOoT G0 ee Sopot dry- Forjacy 
oUt Lit teseetrseeeeeersesess* DONCUAUIPL o¢ LOE ET St erties inet retest ee sweLd 
€L t O01 Pewee eee eee ee S/EWUeWEPUN "IP UIE *spoqunds [EOLQIa]a [Eealusadony 
*{] Lul SRP SPSS RR ee egy spoil Lag s+ Spoqunls prays [fuooaAno) 
sag) MuONIaTy ro 89 sIOVEIOUSF ypOA-pe pure -z] 209 sjaued jouer 
1 € SP PPR ee ee ao} sAtOUNosjI0]q zt 19 GP ee ed heb ee ob ee ed ek saayeg 
$e Ce QE ERS HONIMNpPOL InsuFewoRMIAyy agoys Hurdinys JO poyjaw aFripoa-juesu0T) 
6 gal cee aka | quan) pucy-qyary ze SE EE eee enna ee eee eee a sauayeg 
IT ce TERE eoaneseec sie ee s[103 JO aHesops SupGary> yo Poyysw Wws1NI-jUEISUCL 
é él Sap eee PiYy myauFewIOTIa]y rt 9 oe ga Geko Rey 6a ob ak ack ho Jo};Npuor) 
Il Bae: SDE RSRCA eratiorenae seer) eaea cared evan Stir UREA -z 6E Ngee EES eer a RAN poe kere a ae ee a Bury 
vel Bek tehtesvenen pamernaes worpajord waysdg It ie 0 eh setteoteretet (yoo worudr) Arrunig 
og Lt "a1 peonere Peetet beret eee Yeuny €z aE Babee esac ebebebareaee nena Bunermdyry 
t Loatg terete er sess TONAL “spoquidg €8 Re onutrpy 
OO rig peo oe a.m reo Suipuryl yo Loner yy ez LE ee ee Dongs uo 
5 Ri (BURA Aree SdiysuonTpay igilepmioy 
oo IG Ce ee Jajpdorg 66 PIG ee | SIO}OPT 
i £ de @oaceane OC ee er ee aunssaag oz PCr cern re eee SIO TEIaary 
1¢ ip Seek eee ho won | 1 PUT -PUNOd UO) 
cel aL beth e bad Rhee On Ez roo IIs VnIy OF rr ee apes soy WIL 
pes /y FI oz PCR EER ES too enbro], 
ip eee Sheners aaNpOA PUT yUAIINI ‘san[rA JATIAyT 7 ce SES Eeete ees wo ppay ee anoy 
: adeeb ee ved a - On 
6 Ber Meee Jovesauad “Ppa ee UOT] " = Pe aorta alos? ‘93> 
tk ee ee OP UREW POUT] peg eee ee pak ee Sunusy yd 
LF rE uke > daayegq aFezos ‘sand adreyosicy Bet oer Ana een sateen tee nents VIE 
H6 bG-6R) ttt tte ter ' {peur wo suapg z 96 ple eal WGC SOs maha ome Nah wma ss a yous 
tr CLP ttt ttre a aseyd-ypds ¢ PL atten eeeer eae ecees jaypered-sarsag 
O6'FL giGliews ott ttt ttt tee seete adiy sony F FL 0 tenet ear tt seen e ee eee nena sa119g 
GRTL FIGURE CECE PETA e heer ad sanag mie St eres sIOaIOTg 
66 v1 aLG jaz ee ee ee ee ee ee ee [essay ‘ cl peed eee eee eee presed 
FI Be ESA enna ere Ee apdioursg z 6 EASE tenant ese rete eee pesapy 
86 i 2 See cco ea ee LOR on ooy F 91-01 fet Bt be 2 ae (Ue IT-jaaly 
Gt Plé SR eee ee ae adda punodmcy GET I02t SRR RR ERRERREReR PPP Pee SEES 
Oot Zé se eeeeessecees gumpedine “SyIeI) F Il Pree e ed pe eee eee eee eee eee uaa 
ce RE ee Laer) rsqmost3 ys} 
Fl Bes | Heebner rte ees, Sr “IOOPY reeevreesccess gopsagimg afesoys Suri 
£9 OL veeeeeesecsss spogmnias aieI 0, = te)a0d fesse a ts souentar aia Saket 
19 Go eee ie go voreinBar a8eyo4 LzU ALAR EL ees te Peres eee suotEoyiosds o/qe7) 
BE TE) eee L I $911 ee ie bcs ee eats sunysry, wge> 
oe 7tP “* aiieypon pRUTUATe 
bi oc, ‘iencrmoeee Funooys ayqnod], oz PSE er ere a sma aprg 
iL fl ‘+ SpUMRAgUINpY €8 ea eee oMute “A[quissse IayesIg 
vi Tee qusunsnipy 68 Cp MRR HES Mes wees uonUs! ousew ‘s13s00q 
EL ‘Wi ee susayeig cc 0S ERE Hee eh reco eeeas ]HOo Jaye 
cz Tr ee aydung aTl {6tt ee durpucg 
92 gtr ane eee SPO JURYS 9IL agit AS Eee aqn} Iamod urog 
79 i) -o08 “aan qno-yN_WALMNI-2s13A2Y oF Se =“—_——_— at aca ADVET 
oe ZL rere ‘ goyirms Anjay 06 ee Sasteteetieigeee conrad dae 
gz cr ia a a eee ee oa i Ll Peewee eee eee jusrw TEq 
OL i eheeese nes yo wonrado jajperg orl FEL ot httrrrr sere swaisds peudrs Porose 
6 Sig see eres yo ppy InMeuzepy OF a GFE Pesca epee anise oes S12 USAT 
6% i) “ae Vi Sea? [OP PSET OFT orl * jouyues sad eypiodns- oqing s1MOrepy 
ro 6a ares - ada SERRA “ET -7USI} ¢FI MZL 0 tet ete eteeeteet eee ee sodpryduny 
) 9 sae oa oe sjeurd [oer Ort LEI4T1 tounge Bers te ee ee sass Aeymmy 
95 fe Teeeree ers SNE] DOT MISUO) CL Ci See B RA e ‘+ gunyd Jamod Areyreny 
oz Per Gee ee eed Pernod Geneny 86 (1) 906 ee anjEuIy 
€L € rereresces JUEIC wed Anyamy €hI PRL rrr srt setters ees eee eee audprydany 
rT a) iE ha aa Aqquisssy Lr GE THEA H EA ee aeemeeanren etna es moy-siaduny 
sssoyesau IOVEISIE gt is Fe SPP rete tee ee Ja SW 
F ott Peee eee e eae sees SI oF SES Seer pirtopace tha ees eek eee sIOIOPY 
Haas] Of wo tet eet ce tate e sees syuaunaunstapy 
a1 LOL eee eee eee eee heures Sunpen-paig pap, 7 1 335 “DOR 
ell LOL Maa hint betas s agny apongy “ yiagp teeters mei spmmouepun Sunray 
ar Se. ener’ soesaqyeq aesoys Jo UOIFeIOLTRC] it ie sheets eee eeeeuea esses eere® SUT 
OF fee a mMOTIINUO) | t, PUE BIC] _ ; sunewsaIyy 
FI LZ MARR e eee aidiuud saya frauosry cy or PTR bee napa coe eae one apduns 
zo io ee eo ID AgT "Leper yno-jn7y ot air Pn DOnMyAC] 
ro 69 Seon eanee * addy Tovesqia ‘Tayuiry : o¢ FD PRP REE EEE ee Apquiatsy 
e ' new eeees * WapaTq EC OC ttt ttt tereerserer errs SIO EWA, 
OF ee. 20 fee + ane sey Poe aes cl ETI“BIT TOT Ar fee Ry 
:yuaT) LZI ALaqeLst ponnan SDONExpsds aypges YeDIry 
ateg qdrairieg ay qaurtumeg 





XAQNI 


Tetraode tubes ...........-. yaaa 

Trede tubs . seats na 
Ebectronne turbo-supercharger cont bende 
Bla as a6 oe bee a ee ee ee kew a 
RM oa case tcash pce 
Exterior lighting equipment ..... sl vaas 
Pare ite eed ba pie eae a Dae ees 


Field | ORR See Eleciromuagmeti¢ 


Field-rheostat voltage regulation ........0+ 

UH, MUMBMCTIC 0. eee ee eee eens 

oan eee: ener et ot voltage oe 
Rembeckase’ ? 


Freezing temperatures, storage batteries __. . 
Fuel boomer-pump ; 


| IME. we 


POS ceded cera eens nese es 


Gap clearance, spark plug iealatpes 
Gassing voltage, storage battery . sane latin 
Cienerator: 
Alternating current. See Alternators, 
Definition 
Direct-current, 
frafori, 
ane & See ele system, mene: 


ee 


See Divect-curvesct eeu 


fetid # 


Ground wire, — Rola e er aks 


PRP SRR SPOR EK 


iedrealishoaaer MOON ees saeaennas “4 
Hydrometer, use in battery testing . 


Identification of electronic tubes .... . ry 

Ignition SyMeMs 6.66. c ese eee eee 
Battery 
Booster areas Ss ebaeels pe ees 
(Cables 


SPER 


Misintenanet asec eee reese eeees 
Principles of ....4c0ccceccsccueanas 
Sere PURE cece eee eaten 
Switches ..... 

Wiring 
Indicator lights 2... 400s0.s40-+edeesees a 
Inductance, mutual ........6% tithes 
Induction: 


ee 


Voltage prncration by . ies 
Inertia starters, See Starting Syetems. 
Instrument lighting .....--.--..csee0004 
Insulators , a. te abe 
inter-communication call, light jeaberianed 
Taterint lighting pe hieshions eT Tee Te Tee TT 
Taverters pret e bet eeee ohooh e bee hane 


Junction pumels .oceeeeee eee 


146 


Purageaph 


Lio 
109 
108 
126 


rel) 
113 


49 


Tod( 1) 
aie 


lik 
115) 
62s 
2 
1 


40 


alr 
élb 


426 


dle 
Th 


63 


ie 
118 

33 
100 
130 


iT 
32 


23 


Paragraph 
Landing-light MOtOr ........0000eeee eens Lisa(z) 
Lead-erid cells 2... 0cceccesceeesesss ts 4 
Leads, ammeter ..s0sceescccenenenensnes Sle 
Exterior lighting equipment ......... 115 
isvcie tah Pere ret Te 4 ‘ek 
Inbericer Vigghiturge eee in 1 
Maintenance .... eaeeee ers 117 
Reflectors and cover glasses onde em 114 
Lines uf force eee eee ee ee ee Lab 
Magnet: 
Bar Ce i SQesetatietiperestrer es 
HomeghGt piace tsecsee cee eee eset # 
U-shaped é* SEGECBPRPERRER EST See ees Sees 
Magnetic: 
Circuit sonnei PP PRR SRR Ree eRe 


Motor CICUIEN (once ccc eee see anaes 


17 
aa 
22 
zi 
ik 
18 
éiv 
Zz 
23 
26 
aif 
20 
i? 
iT 
176 
al 
47 
force . 226 
Bp-o4 
oO 
o4 
92 
— fhonting .. spicata eaee A 
43 

1196 

6h 

17 

oT] 

33 

10 

4 


of direct-current motors. 22.4. 
‘tenia inductance and induction . 
Navigation lights PERE P REPS EP ee 
Wi-CoCtOTh wy eee eee 
Ohm PcREReR DRE Sioa eweker iat 
Oihmmeter hhh hhh PPP PPP eee 
Ohms law Ce * 
Parallel circuita ....... . i 
| pan nae : 1S 
Parallel operation generators - 
Passageway lighting = en 
eet Hee ocnesekas aceon fesse de Lite 
Penturle Sti aeen 110 
Poles, if , Pr 17 
Portable ireet-cranking electric alurter 1o1é 
Portable field starting system ...........4 104 
Position lights ...cc.eeceeeeeueereueenes 1154 
Potential difference .......-.------40005 4 
Potentiometer ....00000005 346 
Pater Coble oc cie ee ee ee eee eee eee see Tita 
Power factor ....:00csceceeceesnees ane Sid 
Power in alternating-current circuits ...... Sid 
Power in direct-current circuits .......... 13 
Pressure, electrical sad knee eee 4 
Primary coil, definition ... seneees 456 
Primary condenser (ignition ‘eoil) saaeeeee 46 
Primary of transformer ......----.--+++« Ma 
Problems, direct-current cincult .....0-.00 16 
Ratings: 
Cl ROMETAOTE oss cede eects eees éla 
Of stor ee celhantea caters 48 
ee swe a Ciatiaiatgs 114d 
Pee: voltage peiesevee ee 66 
7 slonahi in direct-current circuits .... 16 
Relay swite PONCHO «oa eee eee ees 72 


| Weot it i a Cr, 
La WE el F LALA 


118 
114 
121 
122 
118 


S"guu aSw ow 


ss 


Parngraph 
Reluctance ......... 3 22d 
Residual magnetiom ........----.-.-055. 2b 
ReviMeMe occ e eee wane ‘ 3 
s ee ee re 7 
etention magnetism . she | 
Reversal of direct-current motors .....+54 le 
Reverse-<current cut-out relay ......000c008 67 
Right hand generator rule ..-..-..-.+.+.. d2e 
Right-hand thumb rule, electromagnetic held 196 
RES, Vale. coe caketeereieetidadsebas sab 
Ruot-Mean-Square ...0cceeccctesscsaeanes = 
Re WIVGTIED sicceece cece cece sneaner lz 
ae Pee ee * Cheat 
Secondary coil, definition ...-....--++++++ 4% 
Secondary of transiurmer .. - Ma 
Scctionaluation, electrecal circuits ........ 1206 « 
Self induction ......:0cccccccsecsacaens 41 
Series CHCUHE we nceeereceseeateaetesees 12 
Chea fang Rader aka uw ick 166(2) 
Series MOOD oe eee eee seuss 48,910 
Serics-parallel circuits ........ re 1 
ee eeseees 16603) 
Shielding pre h ee ee eae eee a *e 11 pe 
Shurt cnreuil Seno heehee eee eee 9b 
Shunt, ammeter .. 2.20000 .008 aicieiae neat , S26 
Shunt GOMeralOrs oo. cece ee ee eee reece ees 436 
Shunt MOM 6.6... 0.000ccccseeeeuanees 4a, 916 
Sine WOE pikebee es eee eee ee eee eee eee Se 
phase motors .... 42h, 346 
SelM cecisciese cece cesscenaaecunes 423 
Se waited ea waeaken Wat aes M4 
South pole ...0..ecccc cc ccec cee cseseees 7 
Sparking order, magneto .........220000: Bir 
Spark ignite syuem .... a7 
Some Sell enter See a a khara in ea Soka aca het) 
Starting systems tepeveresecensetgeesces SPT 
Direct-cranking electric ee ree TT 1ot 
«Hand-turning gear type 0... 000s. cae 102 
Inertia: 
Combination hand and Cmte: cee 98 
Electric mutors for . one be) 
EAN ober nen nen nh TkR eb EDEE ERO 97 
Principle | TedRRae PEP OO KT RU SaES 96 
_ Switches - marae : 100 
Poruble Meats: ion 
electric 24... 
Portable Geld .....2222222ccccncnee Lo 
Static electricity or - Tt 
A ee ana 
Storage batteries ...... aes 
Alkaline (edison) ...... sud 
Lead-acid cells ...... 6 
CME 5 5a Gace ha wae aulene él 
Constructing ......0000ccccu05 57 
Deterioration peretee beak’ $ean a4 49 
Discharge curve... .s.cesseues 38h 
Freeting temperatures ..... deaee éle 
Gassing voltage .. 0.06 cent Gib 
High ge rate test fice aney ote 


19 
10 
25 
40 


140 
33 


42 
130 
23 


54, 99 


126 


Paragraph Page 
hemate tating of cache eiica 60 49 
aaa ees wewE 62 33 
orem [cone eee eee 38 ay 
Sulfation, excess eckntecas wala a9 4a 
Ti ature, effect on ........ ‘ Mec a7 
Test methods Pee ee eR 60 44 
Welt cieaccaweas aa cate wens Sie 45 
Switches, ait ob G¢ RFPS ERE KS oO 
Symbols, electrical ......0.0eceeeeaceens 8 2 
Tapped resistor voltage regulator ....e yee. 704 65 
Temperature, on Morage panier ee Sar 47 
ee eae CWANGCRONE . 22. eee eee a3 4 
iihie Mt asc OO 
Thermocouple thermometer ...........+4 33 22 
Three-phase: 
(Circuit comnrctions 
seo = fee a oie 40 
ET Gwawanes ee Te ee ert 4i/ 4 
Induction MOO... 0.2. e eee e eee e oe 334 40 
Two induction motor ........20008 Sac 40 
Triode tube ......005 ‘ eennee 10a 113 
Transformers Rd aoe ake 54 az 
Trouble shooting, motors, onetime eh eae O43 11 
Tungar rectifier...) ....002- aH éle 42 
T supercharger contral, electronic... 126 140 
Universal motor ..........000+00000- sme 5M 40 
U-shaped magnet ......ccc0cneseneeee on a2 Lo 
Vibrator-type: 
Current lipmuter Pee PPP PSPSPS ERE ES rg él 
oe regulator .....------+ss000 Gor 61 
Wi PRESET HE SESE KR KE RK L | q 
TrETitirrri ie ooo Tre 34 20 
ESective 326 40 
Generation in coil iby flux warlation a4 40 
By induction ...... RS a 40-48 25 
Regulation by tapped fetiHOr .....0ss The 1) 64 
Vol a ie tee 
uxiliary power plant bike 7! Th 
Carbon: pile type ...... Drceweaaeiee Tih ( 2) 65 
cei aon prasciphe Seipeernates ‘ ib és 
Oe OE as cig hoses rece eee TO 6% 
Vicar type aaa bbe él 
Woltmeter bbe ee Pe 5, bb L 1? 
Wolt-ohimn@ttf ca cee cee eee eee eee § 19 
Wiring diagrams .......0++2+ if 143i 
Code conwenliomg ......0555 Fig. toy 0 
Wiring systems 2. cee cceeeseeeeesseeess PEATE 127 
Circuit testing .....+-.+.+-+-- rin wale 122 136 
General wiring features . 118 134 
Soldering eer Tr ee rere eee wz5 138 
System PHMOCtiON occ seen eee ess ane 120 13th 
Wiring "diagrams peaalieseareres her | 131 
Wiring transmission equipment ........4+ Lio 12h 
Work ee ee ee ee te hee Z i 
Vard delta connections 2... ....0..0.00008 suf 40 


G OU. S. Government Printing Cifice: 1915 -i24042 


147 


INIWERSITY OF CALIFORNIA 


